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PREFACE 



TN Gauss's Dioptrische Untersuchungm there is little trouble with 
^ sign conventions, and continued fractions are not employed. 
These are, however, prominent features in more recent presentations 
of the first-order theory of the optical instrument, and render the 
subject somewhat difficult to the beginner. 

It is the aim of the present Tract to eliminate all unnecessary 
difficulties and to give a quite elementary account of the theory ; and, 
to this end, it has seemed desirable to follow (in Sections I — IV) the 
general lines of Gauss's memoir. I am indebted to a suggestion of 
Mr T. J. FA. Bromwich for a feature of the present scheme which 
seems to me to mark a great advance in simplification, namely the 
postponing of the study of the functional form of the constants of the 
instrument till after its general optical properties have been established, 
and the employing of an elementary theorem in algebraic linear trans- 
formations to obtain the fundamental equations and the relation 
between the constants. 

Limits of space have prevented any close examination of the 
application of the theory to particular instruments, but one or two 
questions in connection with the equivalent thin lens and the adjust- 
ment of field-glasses, not usually treated in text-books, have been 
discussed ; and a few pages have been devoted to bringing reflecting 
instruments within the scope of the theory. 

In Section IX a brief and, I hope, easy account is given of the 
third-order aberrations. 
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I am deeply indebted to Mr Bromwich for reading the manuscript, 
for his assistance in drawing up the syllabus which constitutes 
Section X, and for other most valuable suggestions. My thanks are 
due to Mr W. M. Page, Fellow of King's College, for reading the 
proofs, and to Mr S. D. Chalmers, of the Northampton Institute, for 
giving me the benefit of his knowledge of technical optics. 

J. G. L. 



St John's College, 
1 May 1908. 
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THE ELEMENTARY THEORY OF THE 
SYMMETRICAL OPTICAL = mSTRUMENT. 



L APPROXIMATE FORMULAE FOR A SUCCESSION^ OF 
EEFK ACTIONS AT NEARLY NORMAL INCIDENCE. 

L AnalTtical formulae expressing the laws of refraction. 

These ]awa are : (i) The incident ray, the refracted ray, and the 
normal to the ]'efra«tiiig surface at the point of incideuce are in one 
plane, (ii) The ratio of the sines of the angles of incidence and 
refraction is a constent, depending only oti the nature of the media 
in which the light is propagated. 

It is important to express these lawg in terms of the direction 
cosines of the lines involved. Let ft he the index of refraction of the 
medium in which is the incident ray, fx.' the index of the medium in 
which is the refracted ray; let the cosines of the incident ray be 
(/, m^ n), those of the refracted ray {l\ m\ n^), those of the normal 
to the refracting surface at the point of incidence, drawn towards 
the medium ^', (i, M, N) ; let the angles of incidence and refraction 
be and <i>* respectively. 

In the diagram ^0 is the incident ray, OC the refracted ray, and 
OK the normal. On the incident ray produced a point B h taken so 
that t>5 is ^ units of length, and on the refracted ray a point C is 
taken so that OC is fx units of length. BJ, GK are perpendiculars 
drawn to the normal. Then the angles BOJ, €0K are <^, ^' respec- 
tively, and the lengths of JB and KG are ^ sin ^ units and /*' sin ^^' 
units respectively. 

The first law teOs us that JB and KG axe in the same plane 
through JK, and therefore parallel to one another, llie second law 
tells us that JB and KG are of the same length. The two laws are 
expressed in the statement that JB and KG have equal projections on 
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each of the coordinate axes. Now the projection of JB is the excess 
of the projection of OB over that of 0J\ and OB is of length ^ and 




has"cosiiiegr{?,^^;/i),^witil(&';OJ^is of length ft cos <^ and has cosines 
(i/, iff, N\ Likewise the projection of KG is the diflference of the 
projections of OC and OK, So the equalities of the projections of 
JB and KG on the three axes of coordinates are expressed by 
equations of the type 

iJ—fi cos <I>L = fi'r — fi cos <I>L. 

Rearranging, we get the following equations to express the laws of 
refraction ; 

fil'-fil ={fi coB<l>' - fico84>) L '\ 

fim' - fim = {fi cos <t>' - fi cos <!>) M V (1). 

fin' --fin =(fi cos <l>'—fi cos <I>)N' j 

The three equations are not all independent, as is readily seen by 
multiplying them by L, My N respectively and adding, it being 
remembered that %LV -cos^^ and ^Ll= cos 4>, 

2. Approximate formulae for nearly normal incidence. 

When the incident ray is very nearly normal, it is readily seen 
that the refracted ray is also very nearly normal. It is therefore 
possible so to choose the axis of z that it shall be nearly parallel to the 
incident ray, the refracted ray, and the normal at the point of in- 
cidence. When the axis of z has been so chosen, /, m, l\ m\ i, M, 
are all small. We shall obtain approximate formulae on the hypothesis 
that these quantities are so small that their squares and products may 
be neglected ; this is equivalent to the supposition that aberration is 
to be neglected. 

On this hypothesis w, which is equal to 

(1-r-w^)*, 
diflfers from unity by small quantities of the second order; so also 
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«*' and N, Hence we may replace all three by unity. Also ^ and 0' 
are small of the same order as l^ etc. ; so cos <^, cos «^' diflfer from unity 
by small quantities of the secoud order, and may be replaced by unity. 
Thus the third of equations (1) becomes, on the basis of the 
proposed approximation, an identity; and the other two take the 
forms 

fji'm'-fAm=(fif-ft.)M )' ' ^ ^' 

3, Expression of i, ^ in terms of the coordinates of 
the point of incidence. 

The moat usual application of the formulae (2) is to the case in 
which a pencil of rays pass nearly normally through a comparatively 
small portion of the refracting surface, so that the rays and the 
normals at all the points of incidence are very nearly parallel to one 
another. It is then advanta^^eous to take as axis of z the normal at 
some one of the points of incidence, say at a point so centrally 
situated tliat it may be called the centre of the portion of the surface 
through wliich refraction takes place ; the ray incident at this point 
may be called the central ray of the pencil ; it need not be more 
precisely defined. 

Unless the point at which the axis of z is normal, say (0, 0, c), is 
a singular point on the refracting surface, the part of the surface in 
the neighbourhood of this point can be approximately represented by 
an e(iuation of the type 



2 (z-c)-^ax^'^2krif+b^^ = 0. 



.(3), 



the approximation neglecting terms of the third order in a: and ^, 
The constants a^ k^ b are of course known when the shape of the 
surface is known, 

At the point {x^ y, z) the cosines of the normal are approximately 

(ax + h^)f (hx ^ bjf% 1, 

when the squares and products of w, y are neglected. The first two of 
these may be substituted for Xj M in the formulae (2), and so we get 
the refraction of the ray incident at {x, ^, z) determined by the 
equations 

fiW-//m = (fi.'-/JL) (Ax + Oy)} ^ ^' 

It is, of conrsej possible to choose the coordinate planes of x and y 
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80 that the h of formula (3) shall be zero. If this were done the 
approximate equation of the surface would take the form 

2(^-c) + -+^=0 



Pi P2 



•(5), 



and pi, P2 would be the principal radii of curvature of the surface at 
the point (0, 0, c), reckoned positive when the corresponding con- 
vexities of the surface are towards the medium fi. The formulae 
which would then take the place of (4) are 



hi 



Pi 



•(6). 



U — U 
P2 



4. A series of refracting surfaces having a common 
normal. 

When a ray traverses a succession of diflferent media arranged in 
such a way that the refracting surfaces have a common normal with 
which the ray is always nearly coincident, it is interesting to see how 
the equations of the previous Article enable us to derive from a know- 
ledge of the position of the ray before its first incidence a complete 
specification of the ray after its final emergence. 

The incident ray (say in a medium /xo) is known when we know its 
cosines /©> Wc and the coordinates {xi, yi, Zi) of the point where it 
meets the first surface, 

Clearly Zi difi^ers from Ci only by quantities of the second order, so we 
may replace Zi by Ci, and regard the incident ray as specified by the 
four quantities /©, ^o, ^i, y\* 

After the first refraction (into a medium /xi) the cosines of the ray 
are changed to /i, Wi, given by the equations 

Equations of this tjrpe, which determine the change of direction due to 
refraction, may be called " optical " equations. 

The coordinates (iTg, 1/2, (h) of the point where the refracted ray 
meets the second refracting surface 

2 (2; - Ca) + aiOr^ + 2^2^ + ^2^^* = 0, 
can be obtained by putting z = C2 (a sufficient approximation) in the 
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equations of the ray, i.e. of the line which proceeds from (^i, ^i, Ci) in 
the direction (4, m^^ 1), Now the equations of this line are 

(a? - a^,)lli = (^-y^lvh = z-Cy, 

and 80 iFs, y^ are determined by the equations 



w^^^i + h (C2-Ci)\ 



^(7). 



Equations of this type, which detenniQe the coordinatea of a point 
of refraction in terms of those of the previous point of refraction, may 
be called ''geometrical " equations. 

Having found w^^ y^ by the geometrical equations, we are in a 
position to use the optical equations corresponding to the next 
refraction, viz. 

lHk~i^ik^ (f^ - ^i) (02^2 -^h y^)t 

equations which we could not use till we knew a^a, pti^ hut which now 
give us the values of 4, m^. 

Ehminating 4j w^ from the six equations we are left with four 
equatioDS which give us explicit formulae for ^^, 3^2, Z^, m^ in terms of 
lot vhy ^ij yi; that is, the quantities specifying the ray in the medium 
/A3 in terms of the quantities that specify the incident ray. 

Thus the problem of refraction is solved for the ease of two 
surfaces. If there are n surfaces and n-^1 media^ we get in a similar 
manner 2n optical equations and 2n-2 geometrical equations. From 
these we can eliminate successively the 4n-B quantities 

hi Wn -^^a* y2j k, W?3, X:^, ^3, ■*■ ^n_i, ^n-i, 4-l3 W„-i, 

and obtain finally four equations expressing 0:,^ y„j Int ^m the quan- 
tities specifying the emergent ray, in terms of /oj m^, a*i, y^ the 
quantities that specify the incident ray*. 

5. Case in which all the reflracting surfaces are sym^ 
metrical about the same two planes through the axis. 

By suitable choice of the planes of x and y it is always possible to 
make the coefficient of j^ in the equation of one of the refracting 
surfaces vanish ; but in general this choice would leaYe the corre- 
sponding coefiicients for all the other surfaces different from zero. But 
if the surfaces are such that their inclicat rices at the points where they 
are met by the common normal (the axis of z) all have their principal 

* Cf. Prof, It, A. Sampaon on GaussU Dityptrische UnteTAuchungerty Ftoc. 
London Math. Soc, xxxix, 189S, p. 33. 



EQUATIONS FOR GENERAL INSTBUMEITr |l 

axes in the eame two directioiis, then the same choice of coordinate 
planes will make all the A'a vanii^h simultaneously. 

In thia case the equations of the preceding Article are greatly 
simplified, for when all the h'l^ are zero, the equations divide them- 
selvies into two sets, one set involving only a^^ and fs, the other set 
involving only ;/-s and m's. To solve the problem of n surfaces we now 
have only to ehminate the 2re - 3 quantities /j, w^^ 4j'-^«-ii L-u from 
the n optical and the ?^ - 1 geometrical equations of the first set- The 
result, with suitahle change of symbols, serves also for the corresponding 
equations of the second set ; so that in this particular case the labour 
of elimination is much less than half that required in the general case, 

6. Fonn of the resultB in tlie general case, 

I Taking the a:% ^s, /'s, jh'b in the order which presents itself 

naturaUy as one follows the course of a ray, we see that each of 
these quantities is a homogeneous linear function of those that precede 
it Consequently when the elimination has beeu performed we get 

I ^nt ^nt ht ^'2« ^^ homogeneous linear functions of ^,, ff?o, ^i, ^i- A 

II more useful result is arrived at if we specify the positions of the 
entering and the emergent rays, not by the coordinates (^j, yi), 
(^n, ^fl) of the points where they meet the planes z^c^ ^ = c^, hut 

ll by the coordinates (foj ^Jo)* (^i v) of the points where they respectively 

meet tw# other arbitTarily selected planes z=^€i-p, z^Cn + q, which 
we call planes of reference. This implies the introduction of four 
more geometrical equations, namely two of the type 

and two of the type i = 00n + qly 

and the addition of Xi, ^i, Xn, yn to the quantities to be eliminated. 
If we denote by a's with double suffix the coefficients in the 
expressions for I, m, Xn, yn in terms of Xi, yi, 4, »^o, so that, for 
example, l=aiiXi + ai^yi + aijQ-\-ai^mQi it is readily verified that the 
suggested elimination leads to 

+ (ass -^pdn + qaiz +pq(hi) k + (^34 +i?«32 + S'^w +pq(h^ wio I ,,(^\ 

+ (a48 +P(^41 + ^023 +M«2l) lo + (^44 + pa4Z + qCt'^i^ P^Cl^ ^o) 

, and two others which we may regard as contained in these two, since 

they may be derived by diflferentiating with respect to q and remem- 
bering that 

dq ' aq 
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Thus the whole theory of the set of n surfaces is contained (to 
the degree of approximation postulated at the outset) lu two linear 
equations involving a rather large array of conatauts*. 

7* Optical Interpretation of the equations for the general 
case. 

Without going into detail, it may be useful to indicate how these 
equations may be interpreted optically, in other words to shew how 
they give us information as to the image formed by the rays of light 
that proceeded originally from a given bright point. We regard 
(fo, 'Jo, Cj-p) as the coordinates of the bright point, and suppose a 
white screen to be placed in the plane z-c^ + q. If we fix attention 
on the ray which sets out from the source in a given direction, 
specified by given values of k and wio, the equations tell ns the co- 
ordinates of the point in which the ray after refraction strikes the 
screen. If the pencil of refracted rays form a point image, it must 
he possible, namely by pUcing the screen where it wiU receive the 
image, to make ail the refracted rays strike the screen in the same 
point \ in fact, it must be possible to give such a value to q that ^ and 
■7 shall be independent of 4 and m^. This means that the giving of a 
suitable value t^> q makes four coefficients vanish. Though these four 
conditions are not all independent, they are in general equivalent to 
three independent conditions, and so cannot be simultaneously satisfied 
except in special cases. 

Failing to obtain a point image, we next try to find the positions 
of the focal lines of the pencil of emergent rays. For the points in 
which the rays strike the screen to lie in a straight line, the necessary 
and sufficient condition is that there should be a linear relation 
between f and tj with coefficients independent of k and Wy. This 
is the case if the same value of A makes the coefficients both of l^ and 
of ma vanish in the expression for | + Xi7. The condition is therefore 
the vanishing of 

There are two values of q which satisfy this condition, and these 
define tlie positions of the two focal hnes of the emergent pencil, 

* Amongst the 16 conaiauta tbere aie 6 relation », ^hich are the conditions foJf 
the eiUtence of a ChArftctetialic Function. For the form of the relations see 
SampBon, I.e. pp. 38, 39 ; for the conneijon with the Characteristic Function see 
Bromwich, Ptqc^ London Math. Soc, ixxi, 13Si)9, p^ 8. 
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POWER OF A SPHERICAL SURFACE 



[I, II 



8. Case of two planes of S3nnmetry. 

When the surfaces are as described in Article 5, the mathematical 
solution of the refraction problem is much simpler. The equations 
reduce to 

and the optical interpretation is easier than in the general case. 



II. THE MATHEMATICAL SOLUTION OF THE REFRACTION 
PROBLEM FOR A SYMMETRICAL INSTRUMENT. 

9. The symmetrical optical instrument. 

We proceed now to the detailed discussion of a very particular case 
of the general arrangement discussed in Article 4, namely the case in 
which all the refracting surfaces are symmetrical with respect, not 
merely to two planes, but to every plane through the axis of z. The 
refracting surfaces are then necessarily surfaces of revolution having 
the axis of z as common axis of revolution ; they are generally spheres, 
but are sufficiently well represented by approximate equations of the 

type ^ 

2(;^-c)+^i^ = (10). 

Such an arrangement is called a symmetrical optical instrument, and 
is the kind of instrument most frequently employed in every-day life. 
The approximate theory here developed applies to any symmetrical 
instrument which is used in such a way that the rays which it trans- 
mits are very nearly parallel to the axis, for example the telescope 
and opera-glass ; it is practically useless in the case of wide-angle 
instruments such as the microscope or portrait-camera. 

10. Power of a single spherical refracting surface. 
When refraction takes place from a medium of index /x to a 

medium of index fi through a surface represented approximately 
by equation (10), the optical equations are equations (6) of Article 3, 
simplified by the equality of both pi and pa to p. They are, in fact, 






.(11). 
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Thus it appears that, to the approximation contemplated^ tha optical 
properties of the spherical refracting surface are all contained io the 
single constant 

't-" ('«• 

This constant is called the *' diverging power" or simply the '* power" 
of the surface, and is usually denoted by «. 

It is most important that the definition of the power of a surface 
should be understood precisely, without confusion on account of the 
conventions of sign which are implicitly involved in the above formula. 
These cotiventions are ultimately two, namely (i) that the light passes 
from the medium ft into the medium /, and (ii) that p is positive 
when the convexity of the refracting surface is towards the second 
medium. 

Suppose the direction of the ray of light to be reversed. Then /a' 
becomes the index of the first medium, and ^ that of the second, so 
that y*-iii' must take the place of /-fjt in formula (12); but con- 
vexity towards the medium /*' is coucavity towards the medium ftj 
which is now the second medium, so that the case required by 
definition is that in which p is negative, and -p must take the 
place of p in the denominator, Thns the power of the surface for 
a ray going from fi to fx is 

-P ' 

that is, the same as before. Thus it appears that the power of a 
surface is not altered by reversing the ray, and its definition baa 
nothing to do with the aense in which the ray passes. 

The second of the conventions is thus the only one that affects the 
definition of the powder, and its bearing on the definition is clearly 
summed up in the following rule ; 

T/is poiver of a refraeting surface h to be regarded as positive 
when the medium ojt the convea^ mde oj the surface has a greater 
rqfractive index than the medium on the emicave side; the power is 
negative when the medium of greater index is on the. cmwam side. 

This is only another way of saying that k is positive if f^'> ^ and 
P > 0, or if ^' < jti and p < 0. 

For a plane refracting surface p is infinite, and h is zero. 

The optical equations for a surface of power k are 



fii'—f4^ tcXf fi-'mf - ftm = if^ 



.(13). 



10 REDUCED PROJECTED INCLINATIONS [ll 

11. Reduced projected inclinations of a ray. 

The equations of the ray in the medium fi being of the form 
ar-a y — P 
C m 

it follows that the equation of the projection of the ray on the plane of 
a:z is of the form 

iv- a = l (z — y). 

Hence / is the tangent of the angle that this projection of the ray 
makes with the axis of Zy ot, to our degree of approximation, the angle 
itself. In fact I and m are the inclinations to the axis of z of the 
projections of the ray on the coordinate planes through that axis. We 
call / and m the '* projected inclinations " of the ray. 

Putting /iiZ = 8, fiw = €, we may call 8 and c the "reduced projected 
inclinations" of the ray, the word "reduced" in this connexion 
meaning that the projected inclinations are multiplied by the index 
of the medium in which the ray is passing. 

In terms of this notation, the optical equations for a single surface 

take the form 

S'-B = KX, e-e^Ky (14). 

12. Divergence produced by a refracting surface. 

If the eflfect of refraction were an increase in the projected inclina- 
tions of each ray, a pencil of rays would, after passing through the 
surface, be more divergent or less convergent than before ; the surface 
would literally produce divergence. But it is to be noticed that the 
optical equations give information, not as to the changes produced by 
the refraction in the projected inclinations, but as to the changes 
produced in the reduced projected inclinations ; and the power of the 
surface measures the degree to which, for a given point of incidence, 
it is capable of increasing the reduced projected inclinations. It is 
therefore convenient to abandon the literal meaning of the word 
" divergence," and to apply the term to what is really quite diflferent, 
namely increase of the reduced projected inclinations. With this 
understanding, a diverging surface is one whose power is positive, a 
converging surface is one whose power is negative. A plane surface 
produces neither convergence nor divergence. 

In the case of an instrument consisting of several surfaces, if the 
first and last media are the same there is no difference between the 
literal and the special meanings of divergence. Thus a double convex 



\ 
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lena is a converging instniment, a doutle concave lens is a diverging 
instrument. 

A thin double concave lens of glass, whose two surfaces have the 
same curvature, produces divergence; and aa this results from the 
succeasive refractions at two refracting surfaces of eqxial power, it 
inay be assumed that each surface separately produces divergence. 
lu fact a surface with air on the concave side and glass on the convex 
side is a diverging surface or surface of positive power. This fact, 
which is easy to remember, helps one also to remember the rule given 
in Article 10, that a surface has positive power when the medium of 
greater index is on the convex side. 

13. Keduced distanceSp 

When reduced projected inclinations are substituted for projected 
inclinations in the geometrical equations, of the type of equations (7) 
(the equations of a ray in medium of index /aj), the forms assumed are 

^1 



«/- ^l/i-^^i 



l^a" *^i 



^1 



These m\\ be simplified if we introduce new symbols to represent 
C^2-Ci)//ij and similar expressions which occur in other geometrical 
equations. Now c^-c^^ is a distance measured along the axis of the 
instrument ; if we defrne «i by the relation 

(<^-Cj)//ix = flfi.. ..„„.. .(15), 

we may call Oi the corresponding *' reduced distance/' Reduced 
distance means distance parallel to the axis or along the ray, divided 
by the index of the medium in which the ray is passing. In other 
parts of Optics the phrase "reduced distance" is used in a different 
sense, so care must he taken not to extend the use of the definitioTi 
here given beyond its present application. 

With the notation of (15) the geometrical equations take the 
forma 



.(16). 



14. Refl^action at a single spherical surface. 

Let the power of the surface be fj let the first medium have index 
fi, the second index fi\ I^t it be a^eed to specify the incident ray by 



\ 
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12 REFRACTION AT A SINGLE SURFACE [U 

means of its reduced projected inclinations 8, c, and by the coordinates 
w, y, of the point where it meets a certain plane of reference ; and let 
the emergent ray be defined by its reduced projected inclinations ^, e', 
and the coordinates of, y\ of the point where it meets a second plane 
of reference. The planes of reference are perpendicular to the axis ; 
the first is at a reduced distance u in front of the refracting surface, 
the second is at a redticed distance u' behind the refracting surface. 
The corresponding true distances are accordingly fiu and fiu. The 
reduced distance w is to be measured positively from the surface into 
the first niedium, while u' is to be measured positively from the 
surface into the second medium. This kind of convention will be 
adhered to throughout. Later on we shall associate u with the 
position of an object, u' (or a corresponding symbol) with the position 
of the image, and it is convenient to remember that u is positive for 
a real object, and u' positive for a real image. 

If the coordinates of the point of incidence be i, 17, we have three 
pairs of equations at our disposal. The first are the geometrical 
equations for the incident ray, t3rpified by 

i = a^ + v^. 
The second are the optical equations for the refraction, t3rpified by 

The third are the geometrical equations for the refracted ray, 
typified by 

Eliminating i from these we get two equations, namely, 

8'=k^ + (kw+1)8 1 . .^ 

a!' = (Ku' + l)a: + (Kuu+u + u')8) ^ ^ ' 

which express 8' and x' in terms of a and 8, that is, the quantities 
specifying the refracted ray in terms of those specifying the incident 
ray. The corresponding equations expressing e and / in terms of 
y and € need not be written down, for it is clear that they are of 
the same form and involve precisely the same constants. The four 

* The order in which the symbols x, 3, d'j x' appear in these equations and in 
many later ones may, at first, be thought rather unnatural, but it has been 
deliberately chosen as representing in a sense the historic or chronological order. 
In the case of the initial ray we know first the point from which it sets out, and "^ 

second the direction in which it goes ; hence x, y precede d, e. In the case of the y* 

emergent ray we learn first (from the optical equations) its direction, and afterwards 
(from the geometrical equations) the coordinates of its point of arrival ; hence d', e' 
precede x\ y'. 
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eq^\iattQa& constitute a completa solution of the refiraction problem for 
a single spBerical surface. 

The form of equations (17) must be carefully noted. They are of 
the type 

x'=cx + dhi'^^' ^ ^' 

where a, bj c, d are constants depending partly on the power of the 
Burface, and partly on the positions of the pUnes of reference* And 
further, since 

{ku + 1) (««*' + 1) - K {kuu* + a + «') = 1, 
the constants of (18) are subject to the condition 

bc-ad=l - (19> 

It will be shewn that the theory of any symmetrical optical instru- 
nientj no matter of how many surfaces it is composed, is contained in 
equations of the same type as (18), with the relation (19) between the 
constants. 



15 p Algebraical lemma on linear sabstitatlons. 

Let two variables^ ^i, <^i bo homogeneons linear functions of two 
other variables ^2, 4^2% determined by the relations 

and let $^if <^ be similar functions of another pair of variables ^3, <^s, 
namely 

From these equations it follows, by the elimination of 0^ and ^3^ that 
^1 and ^1 are expressible as homogeneous Hnear functions of 0^, ^3, 
namely 

^ = r"^, + s>3, 
where, in fact, 

Now it is clear from these formulae that p"j g", r', ^' are the elements^ 
formed by the ordmary rule for multiplying determinants, of the 
determinant which is the product of ^ 



P. 



and 



P. 



3' 
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and therefore 
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That is to say, 0^ and <^i are homogeneous linear functions of 0^ and ^g, 
and the determinant formed by the coefficients of these functions is 
equal to the product of the determinants formed respectively by the 
coefficients of the expressions for ^i, <^ in terms of ^2, <#>a, and the 
expressions for O^, <t>2 in terms of 0^^ <f>^. 

The theorem is true equally for three sets of n variables, whatever 
integral value n may have ; but for our purpose the case of w = 2 
is sufficient*. 

If now we consider not merely three, but any number of sets of two 
variables, the sets being taken in a definite order, and those of each set 
being homogeneous linear functions of those of the set next in order, 
we find by repeated application of the theorem just proved that the 
variables of the first set can be expressed as homogeneous linear 
functions of those of the last set, and that the determinant of the 
corresponding coefficients is the product of all the determinants of 
the coefficients of the relations between intermediate pairs of con- 
secutive sets. 



16. Symmetrical instrument consisting of any number 
n of refracting surfaces. 

In the case of an instrument consisting of any number of refracting 
surfaces, let the indices of the first and last media be /a© and fi re- 
spectively, and let the powers of the surfaces be /c^, k2,...k,j. Let the 
entering ray be specified by its reduced projected inclinations 80, co, 
and by the coordinates iVo, y^ of the point where it strikes a plane of 
reference at reduced distance u in front of the first surface of the 
instrument. Let the emerging ray be specified by similar quantities 
8, €, x^ y, and a plane of reference at reduced distance v behind the last 
surface. Let the ray in any intermediate medium (fv) be specified 
by K, €r, ^r, yry and a plane of reference chosen anjrwhere in the 
medium. 

Then, by Article 14, it is seen that the 8's and ^r's of consecutive 

* The theorem is a particular case of a weU known theorem concerning 
tfacohians, namely that if B and 4> are functions of u and v, and if u and v 
are functions of x and y^ then 

9(^,0) ^ 9(^,0) ^ d(u,v ) 
d {X, y) d (w, v) a {x, y) ' 
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rays are connected by equations of the same type as (18), subject to a 
condition of the t3rpe of (19). In fact 

ani = CiXo + di^Q I 

subject to \ Ciy di 

So also Wi = Ca^?! + rfg^ \ 

and C2, dz 

as, 62 

And there is a whole series of such relations, ending with expressions 
for a?, 8, in tenns of ^»_i, 8„_i. 

Hence, by the lemma of Article 15, it appears that there are 
relations, got by eliminating Xi, 3i, ... ip„_i, 8„_i, of the form 



= 1. 



= 1. 



.(20), 



where the determinant of the coefficients (7', D', A', B' equals the 
product of n determinants each of which is unity, and therefore is 
itself unity: in fact, 

B'C'^A'D' = l (21). 

These coefficients A\ B\ C\ D' must of course depend on the 
values of u and v ; they are not therefore constants depending merely 
on the nature of the instrument, but are constants for the instrument 
so long as we keep to the same first and last planes of reference. 
It is obvious that the relations between the entering and emerging 
rays must be quite independent of the particular method which we 
adopted of specifying the intermediate rays within the instrument, 
and therefore the constants do not depend on the particular choice 
of the intermediate planes of reference. 

Of course y and c are expressible in terms of yo and cq by equations 
involving the same four constants. 



17. Dependence of ^', B\ G\ B' onu and v. 

In order to interpret optically the equations (20), it is necessary to 
ascertain in what way the constants depend on u and v. With this 
in view we introduce a new set of constants, A, B, C, D, which are the 
values that J.', B', C\ D^ respectively, would have if u and «? were both 
zero. These are genuinely constants of the instrument, and correspond 
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to planes of reference taken close up to the first and last refracting 
surfaces respectively. They are, of course, subject to the relation 

BG-AD=l (22). 

If ^o> ^0 and ^, 17 are the coordinates of the points where the ray 
meets the first and last surfaces of the instrument respectively, these 
coordinates must take the place of i2?o> yo ^^V ^^ equations (20) when 
these surfaces and the corresponding planes of reference coincide. So 
we have the relations 

i=Gio + D^) ^'^'^^' 

The geometrical equations of the entering and emerging rays give 
relations between a^o and (q, and between i and a;, namely 

The elimination of io and $ between (23) and (24) leads to 
8 = Aa^o + (Au + B)S, I 

a = (Av+ Cf)iCo + (Ati^-\- Bv + Cu + I))Sq) 

These must be identical with (20), and so we have the relations 

A' = A 
B'^Au + B 

C' = Av + G 

D' = Au/o + Bv + Cu + D 

The equations (25) are the most useful form of the equations of the 
instrument. The second alone involves the whole theory and may be 
called the fundamental equation. The first is really contained in the 
second, for it may be derived from it by diflferentiation with respect to 
V, it being seen from the geometrical equation that 

l=« (2')- 

It appears therefore that the whole of the theory of the instrument, 
when aberration is neglected, depends on four "constants of the 
instrument," which are equivalent to only three independent constants 
on account of the relation (22). 

The constant A is called the " power " of the instrument. 



.(24). 



.(25). 



.(26). 



i 
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IIL THE OPTICAL PROPERTIES OF A SYMMETRICAL 
mSTRUMENT. 

18. Conjugate focal planes. 

In proceeding to deduce from equations (25) some of the optical 
properties of the iiustrument, it is advantageous to thiab of the point 
(^Tpj^o) in the first plane of reference as the seat of a point source of lights 
and to regard the la^t plane of reference aa occupied by a white screen* 

The fundamental equation shews that the value of x in general 
depends on that of S^, so that raya setting out from tlie luminous point 
in different directions and passing through the instrument will strike 
the screen in different points. Thus there is a bright patch on the 
screen, but not an image. It is> however, possible, when the position 
of the bright point is prescribed, to choose such a value of r, and 
therefore such a position of the screen, that x shall be independent of 
So" this is effected by choosing v so that the coefficient of ^o in the 
fundamental equation vanishes. The coefficient of % in the expression 
for y, being the same coefficient, vanishes for tlie same choice of ^. 
And so the point in which the ray meets the screen is the same 
whatever be the direction in which it originally set out Thus all the 
rays come together to form a point image at the point (^, y) in the 
final plane of reference. 

The relation between the reduced distances «, i?, of the bright 
point and its image, from the ends of the instniment is 

^«i? + ^i?+t7« + i>-0 (28). 

The value of t) thus defined does not depend on x^ or y^^ but only on 
It, and so a number of bright points having the same u give iioages 
having the same v. Ckjnsequently a small plane object placed on the 
axis in the plane defined by u has a plane image at the position defined 
by V. The relation between object and image is, in a sense, a reciprocal 
one, since light, proceeding from an object in the plane v and traversing 
the instrument in the reverse direction, would form an image in the 
plane «f. 

Planes which coiTespond to one another in this feshioii are called 
*' conjugate focal pknes." 

When A is not zero, the relation between conjugate focal planes 
may be put in another form if we multiply (28) through by A, and 
make use of (22). We get 

0=^A''uv + ABv + ACu + AD 
= A^m + ABv + ACu + BC- 1, 
whence {Au + B)(Av+Cr)=^l (29). 

L. 2 
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19. Conjugate foci. 

A bright point and its image point are called "conjugate foci." 
The expression of the coordinates of the image point in terms of 
those of the object point to which it is conjugate is contained in the 
equations 

^=iir+:B' y^Au^B^ *=-2i^T^ ^^^' 

which are immediate consequences of (25) and (28). Here u and v are 
coordinates, for origins in the first and second planes of reference 
respectively, in the special case in which fio and /x are both unity ; in 
the more general case u and v are z coordinates divided respectively 
by fto and /*. 

20. Linear Magnification. 

The ratio of the linear dimensions of the image to those of the 
object is called the "linear magnification," and may be denoted by m. 
We may measure the object from the point on the axis to some other 
point (^0, yo) ; and then, when v has been adjusted so as to satisfy (28), 
the image is measured &om that point of its plane which is on the 
axis, to the point (iP, y). So far as regards dimensions parallel to the 
axis of ^, the linear magnification is the ratio of x to ;ro, and this is 
given by the second of equations (25). So we have 

m = Av+C (31). 

Combining this with (29) we get 

— ^Au + B (32). 

m 

These are the two magnification formulae; the symmetry of the 
instrument about the axis ensures that these formulae, proved in 
the first instance only for dimensions parallel to the axis of x, shall be 
true for dimensions in all directions perpendicular to the axis of the 
instrument. 

A negative value of m indicates inversion of the image as com- 
pared with the object. 

* The correspondence between a point (x\ y'y z'), referred to one set of axes, 
and a point (a?, y, 2), referred possibly to another set of axes, which is deter- 
mined by the relations 

^ ^ y' ^ i' 1 

a^x + b^y + CiZ-^d^ a^x-^rh^y + c^z + d^ a^x + b^y + c^z + d^ px-{-qy-\-rz-{-8* 

is called a homographic correspondence. It is a one-to-one correspondence in 

which straight lines correspond to straight lines. Clearly the correspondence 

between conjugate foci is of this type. 
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Since m \b the same for dimeneions in all directioGs, the ima^e is 
of the same shape aa the object ; for example the image of a circular 
object is circular. If we had precise image formation with an Bsym- 
metrical instrument^ the kind referred to in Article 8, the linear 
magnification would be different for different directions and the image 
would be of a different shape from the object, i.e, distorted ; a circular 
object^ for example, would have an elliptic image. 

21. Unit Planes or Principal Planes, 

It is possible so to choose n and v that the linear magnification 
shall be unity. Denoting the special values by mi and i\, we obtain, 
by putting m^l in (31) and (32), the relations 

l = Av,-hC, l^Aih-^B ......,.....,.....(33). 

The conjugate focal planes defined by Ui and **, are called the "planes 
of unit magnification/' or more briefly "unit planes" or "principal 
planes." The points where these planes meet the axis are called the 
"unit points'' of the instrument. The characteristic property of the 
unit planes may be expressed by the statement that the (a;, ^) co- 
ordinates of the point where any entering ray crosses the first unit 
plane are the same as those of the point where the corresponding 
emergent my crosses the second unit plane* 

22. Principal Focal Planes. 

If in the relation (28) we put « ^ qp, the corresponding value, F, 
of V is given by 

AV^C=0 (34); 

if we put *»= X , the corresponding value U of u is given by 

A[r+B = .....(35). 

The planes specified by U and V are caUed the "principal foeal 
planes" of the instrument^ and their intersections with the axis are 
called the "principal foci." The second principal focal plane, that 
given by F, is the place where a svcreen should be placed in order to 
receive the image of an infinitely distant object ; in other words it is 
the locus of the points of concurrence of emergent rays corresponding 
to incident pencils of parallel rays. The first principal focal plane, 
that given by IT, is such that if a point source of light be placed at 
any point of it (near the axis), the rays from it will, after traversing 
the instrument, emerge as a parallel beam. If the direction of passage 
through the instrument were reversed, the rdles of these two planes 
would be interchanged. 

2—2 
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23. Focal Lengths. 

The distances of the principal focal planes beyond the corre- 
sponding unit planes are called the " focal lengths " of the instrument. 
The word "beyond" is used to indicate that distances are to be 
measured from the respective ends of the instrument^ away from the 
instrument ; i.e., opposite to the direction of the light for the end at 
which incidence takes place, and in the same direction as the light at 
the end where the light emerges. 

The reduced distances of the principal focal planes beyond the 
corresponding unit planes are respectively 

U-tti and V-Vi, 
each of which equals -l/A. The actual distances, or focal lengths, 
are therefore Fi, Fi, where 

Fi = -tJio/A and F^ = -^IA (36). 

These lengths are negative if the instrument has a positive power, 
and vice versa. They are equal if the first and last media have the 
same index; and in the particular case of fto=l, /a = 1, which is 
practically true for an instrument in air, the focal length is 

F=-llA (37). 

24. Relation between the distances of conjugate foci 
ftom the principal focal planes. 

When distances are measured from the principal focal planes 
instead of from the ends of the instrument the magnification for- 
mulae and the condition for conjugacy assume specially simple forms. 
Let u- U=py V- V=q, so that p, q are the reduced distances of the 
planes of reference beyond the principal focal planes. Substituting 
U+p, F+g, for w, v, in formulae (26), and remembering (34) and 
(35), we obtain 

A' = A, R = Ap, C' = Aq, iy = Apq-^, 
so that the standard formulae (20) assume the form 
8 = Aa^o + ApSfi \ 

a^ = Aqa^o + (Apq--^8,j 

From these it appears that the condition that x should be inde- 
pendent of So, that is, the relation between conjugate focal planes, is 

or pq = (l/Ay (39). 
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The associated magniificatioD formulae are 

- = Ap, m = Aq 



.(40). 



These formulae are, of coarse, equivaleiit to 



(41). 



Trliere/>'j q are the true distances correspondmg to p^ q, lo this form 
they can he strikingly illustrated by a diagram in which the axea of 
the iDstrument^ the unit planes, and the principal foci, ^i, ^2, are first 
drawn. Prom a point P of the object two raya are drawn, the first 
parallel to the axis and meeting the first nnit plane in X, the second 
through B^ meeting the first unit plane in F, The corresponding 
emergent rays are a ray which leaves the second unit plane at X' and 
passes through ^2, and a ray which leaves the second unit plane at F' 
and proceeds parallel to the axis ; the point Q of intersection of these 
two marks the position of the image of P. The lines XX* and YY' 
are parallel to the axis, in virtue of the property of unit planes. All 
the lengths named in (41) are easily identified in the diagram, and the 
formulae are seen to be the expressions of very simple geometrical 
relations, 

25. Nodal Points. 

If an incident ray cuts the axis of the instrument at the point 
whose reduced distance from the first refracting aurfiice is % then for 
this ray ^^ = 0, and the first of equations (25) becomes 

Now if u have the value u^ given by the relation 

^?;, + ^ = W/^o--- ^C^^). 

we have ^/^ = ^J^^, 

so that the projected inclinations of the entering and the emergent 
rays are equaL The emergent ray must pass through the image point 
of the point on the axis determined by u^^ namely a point on the axis 
at reduced distance v^ beyond the end of the instrument from which 
rays emerge, v^ being given by 

Av, + C^fijpi ..,,...,.....(43), 

These two conjugate points on the axis are called the *' nodal 
points" of the instrument. They have the property tliat if an enter- 
ing ray passes through the first nodal point the emergent ray passes 
through the second nodal point and h parallel to the entering ray. 
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If fi = /Ao> it is seen by comparison of the formulae (33), (42), and 
(43) that U1-U2 and «?i = «?2- In other words, if the &st and last 
media have the same index the nodal points are the points where the 
unit planes cut the axis. 

Suppose the instrument to be directed towards a very distant 
bright point, and the image caught on a properly placed screen. If 
now the instrument be rotated about a point on its axis through a^ 
small angle, the image will still be (very approximately) on the screen, 
but not in general at the same point of the screen. One ray suiBices 
to determine the position of the image, and we shall take that ray to 
be the ray through the nodal points. The object being very distant 
the direction of the entering ray is not altered by the rotation of the 
instrument, and so the direction of the ray that emerges and passes 
through the second nodal point is unaltered. Thus the image is 
shifted on the screen by an amount equal to the distance moved 
through by the second nodal point on account of the rotation of the 
instrument. If the point about which the rotation takes place is the 
second nodal point itself, that point does not move, and so the image 
does not move on the screen. This fact is taken advantage of in 
practice, to determine experimentally the nodal points of an optical 
instrument. The image is studied through a microscope while the 
instrument to be tested is turned successively about diflferent points 
on the axis ; when a point has been found such that a small rotation 
about it does not move the image it is known to be the nodal point. 

26. Equivalent Single Refracting Surface. 

The equations (26) shew how the constants, A\ B^ C\ U, depend 
on the positions of the planes of reference. If we take the unit planes 
as planes of reference we must substitute the values of u^ and f?i for 
u and V in these equations, and the corresponding constants are 

A' = A, 5' = 1, C' = l, D^O ....(44); 

so the equations (20) assume the form 

llAw^^h}- (*«)• 

Let us compare these with the corresponding equations for a single 
refracting surface of power k, when the planes of reference both coin- 
cide with the surface itself. The coincidence of the planes of reference 
ensures the equality x=x^^ and we have already seen (Article 11, 
eqn. 14), that 

S = 'c^o + So (46). 
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Thus it is seen thatj if k = A, the eti nations for the single surface are 
identical with those of the instrument ; and, if the initial and final 
media have respectively the same indices in the two cases, the inter* 
pretations of corresponding symbols are identical. To a given entering 
rayj therefore, there correspond in the two cases emergent rays having 
the same direction and prooeeding from points having the same (w, p) 
coordinates. The only difference is in the z coordinates of the points 
of departure from the second unit planes ; these neeessarily differ by 
the distance from the first to the second unit plane of the original 
instrument. So, for a given object at a given distance from the first 
unit plane, the single refracting surface of power A produces an 
image which differs only in position from the image produced by the 
instrument; the positions differ by a displacement parallel to the 
axis, of amount equal to the distance between the unit planes. 

TTiis single surface is called the ''equivalent single refracting sur- 
fa^je " of the instrument. When the object is in a prescribed position 
relative to the instrument, the equivalent surface must be regarded as 
situated at the first unit plane ; but when the relative position of the 
object is not prescribed, so that a translation of object or of image 
presents no difficulty, one may think of the space between the unit 
planes as abolished and the equivalent surface as being in both. 



27. Apparent distance of the image. 

When the values of u and v, in the formulae (25), are not such 
as correspond to conjugate focal planes, the coefficient of B^ in the 
expression for ir does not vanish. It has, however, a simple inter- 
pretation if we regard u as marking the position of the object, and v 
as corresponding to the point on the axis occupied by the eye of the 
observer. 

An observer estimates the distance of an object at which he is 
looting, by the use of both eyes. If he is compelled to use only one 
eye, he loses the power of estimating distance from mere observation, 
but can usually combine the result of observation with a previous know- 
ledge of the approximate size of the object, and so calculate its distance. 
Wlmt the one eye can perceive is the angular sim of the cone of rays 
by which the object is seen, and what is calculated is the distance 
at which a normal section of this cone should be made if it is to be of 
the known linear dimensions of the object 

In viewing an object through a monocular iuBtrument, there is 
usually no previous knowledge of the size of the image* It is natural 
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therefore to attribute to the image the known size of the object, 
though its actual size may be very different. Thus there arises the 
idea of the "apparent distance" of the image, as distinguished from 
its true distance. The apparent distance of the image is the distance 
from the eye to that normal section of the cone of rays from image to 
eye whose linear dimensions are the same as those of the object. 

Measuring the object from the axis of the instrument, its linear 
size is what has been called Wq. The angle that the corresponding 
image subtends at the eye, placed on the axis at v, is -8/ft. There 
is, however, no necessity to take account of sign, since the apparent 
distance must be positive, i.e. a distance measured forwards from the 
eye. Change in the sign of 8 simply means inversion of the image. 
The apparent distance is d, where 

xJd = -Blfi (47). 

Since the eye is on the axis, ^ = 0, and hence, by formulae (25) 

= (Av+ G) x^ + {Auv-¥Bv+ Cu + D) So ; 
the elimination of Sq gives 

iCo = - (Auv + Bv+Cu + D) 8, 

whence d = fi(Auv + Bv-^ Cu-^D) (48), 

the equality having reference to arithmetical rather than algebraical 
values. 

When fi = fXQ, i.e. when object and eye are in the same medium, the 
apparent distance is not altered if the positions of object and eye be 
interchanged. 

28. Longitudinal Magnification. 

The linear magnification m has reference only to the dimensions of 
object and image in directions perpendicular to the axes of the instru- 
ment. The longitudinal magnification, which we may denote by M, is 
the ratio of the dimensions of image and object in the direction of the 
axis, the object being no longer regarded as flat. 

Let Uy v! be the least and greatest reduced distances of points of 
the object from, the instrument, and «?, v the corresponding reduced 
distances for the image ; and let wi, w' be the corresponding values of 
the linear magnification. Clearly the longitudinal dimensions of object 
and image are fto («*' - «*) ai^d /* (t?' - 1?), so that M- /* {v - v)l\i^ {u'- u). 

Now Av' + C=-r-, — D> Av+C= . d> 

Au +B* Au^B' 
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wtience v'-v^-(n- u)l{Au' + B) {An + B) ; 

therefore M^ - fx/[fi^ (A «*' + ^) (^m + B}] ^ - {fi/^) mm (49), 

When the longitudinal dimensions of the object are small we may 
assume m' = m as a good approximation, and so we get 

jy^=-(^K)rf (50). 

Hence, if the object is a curved surface cutting the axis normally, 
so also is the image; and the radii of curvature pf^, p, of their sections 
by any axial plane are in the same sense and are connected by the 
relation >4oPa = /*P* 

29. Helmholtz's formula. 

The Helmholtz magnification formula expresses the linear magnifi- 
cation in terms of the inclinations of the ray which passes through the 
points where object and image meet the axis. If §&, ^ refer to this ray, 
we have, by putting ^^j - in tlie first of the standard formulae, 

B = (Au-^B)B^, 

or mS = S(j ,.„...,. *..,.(51). 

This is the form assumed by Helmholtz's formula when expressed in 
terms of the notations of the present tract, to the degree of approxi- 
mation postulated at the outset, 

30. Other formulae. 

The reduced distances u, v of the fundamental formulae, instead of 
being measured from the first and last surfaces of the instrument, may 
be measured from any other fixed planes of reference. Let us measure 
them from the pair of conjugate planes defined by u^, i-^, for which the 
linear magnification is m^, so that mo^^=^Auo + B, and mQ = A%+ C. 
We effect the change by substituting n^ + u and ^o + v for u and v 
respectively in (26). We thus get 

A' = A, B' = Au + mf^, C = Av + m^^j D' =Auv+ mfT^v-^m^u. 
Hence the relation between conjugate focal planes, i)' = 0, takes the form 
-L-^a^^^O ^„^ (52), 

while the magnification formulae become 

m~^ ^ j4tt + mQ-^ , m = Av-^fUa * (^3), 

from which follows Maxwell's formula (equivalent to formula 49), 

Tfu = -mma (54), 

This group of formulae includes those usually given for direct 
refraction at a single spherical surface. If n, v are measured firom the 
surface itself, m^ = 1, If «, v are measured from the centre of the 
sphere (the point of coincidence of the nodal points), Wo = j^/^. 
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IV. THE MANNER IN WHICH THE OPTICAL PROPERTIES OF 
AN INSTRUMENT DEPEND ON ITS CONSTITUTION. 

31. Dependence of the values of the constants on the 
composition of the instrmnent. 

With a view to detennining the manner in which the constants of 
an instrument depend upon its structure, let us examine the effect of 
modifying the instrument already considered by adding to it another 
refracting surface. At the place marked by v = d let us place a 
refracting surface of power k\ beyond which shall lie a new medium of 
index /*', and let us evaluate the constants Ai^ Biy Ci, A, of the 
modified instrument. 

Let w\ y' be the coordinates of the point where the ray crosses the 
surface «', and let 8', c', be the reduced projected inclinations of the 
emergent ray. In the equations (25) let us put w = 0, t? = 0, so that x^ 
marks the point where the ray crosses the first refracting surface, and 
X the point where it crosses the last refracting surface of the un- 
modified instrument. Thus 



.(55). 



8 = ^iro + 58ol 

x^Gx^^D\ J 

In terms of these, a! is expressed by the geometrical equation 

x' = x + a'S, 
and 8' by the optical equation 

Eliminating x and B, we get 

B'={A + K'{Aa' + C)}xo + {B + K(Ba' + D)}S, 
x'= (Aa' + &)Xo+ (Ba + D) 8o 

These equations correspotid, in the case of the modified instrument, to 
the equatiohs (55) for the unmodified instrument^ and hence the con- 
stants for the modified instrument are given by 

Ai=A + K'{Aa' + Cf) ^ 
B^ = B + K(Ba'-^D) 
C, = Aa'+C 
Di = Ba' + D 

These forms shew explicitly in what manner the constants depend on 
the power k of the last refracting surface, and on the reduced distance 



} ...(66). 



.(57). 



i^ 
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a' of the last surface from the last but one. 
as it stands, and the derived relations 



The first of these relations 






n-?^ 
^^-a^' 



.(58), 



are important. 

The power A of an instrumentj regarded not as a constant but 
rather as a function of the powers, iCu ic^, ., , «„, and the mutual reduced 
distances^ %, Os, ... a^_i, of the cx)mponent refracting surfaces, maybe 
called Jfj with a suffix to indicate the number of surfaces in the 
instrument. Then in the case of an instrument of n surfaces the 
relations (58) become 

A^K., CJ^^ 7> = g (59). 

Now suppose the ray to go through the instrument in the reverse 
direction, the axis of z being likewise reversed. The change leaves x 
unaltered, but converts a positive reduced projected inclination into 
a negative one. Solving equations (55), and remembering that the 
determinant of the constants is unity, we get 
-S, = ^;r + C(-5)\ 
a^^ = Ba: + B(-B)} 

where now (-8) and (-S^) are reduced projected inclinations of the 
reversed ray- These equatiops shew that for the reversed rays the 
A and D constants play the same part as beforCj hut the roles of 
B and C are interchanged. The last refracting surface is now if,, and 
so we have further equations of the same type as (59), namely 



(60), 



of which the latter is equivalent to 



^4- 



(61), 



£> = 






•(62). 



Thus when the functional form of K^ or A is known, the forms of the 
other constants can be immediately deduced. 

The first of equations (57) gives us a method of finding the 
function K^. For, in the new notation, this equation becomes 

Z. = ir„., + K„(i:._,a.., + ^') (63), 

a formula for JSr„ in terms of K^-, . 

From formulae (14) it is clear that, for a single surface of power ki, 

i^i = Kv (64). 
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Now put n = 2 in (63), and we find that for an instrument con- 
sisting of two surfaces (kj, a^, Kg) 

K2 = Ki + K2{Kiai+ 1) = Ki+ K^ + aiKiK^ (65). 

Similarly 

^^3 = (1 + '^stta) (fi + fa+Oi'fi'^) + fsCl + Oi^i) I. ..(66) 

= Kj + Kg + Kg + aifif2 + («i + (^i) fi '^8 + ^a^a^a + ai^a'^i'fa'fsJ ' 

and the process may be continued to any stage by repeated application 
of the general formula. 

Another rule for writing down K^ may be got from the equations 
(57). For it is clear from these equations that 

Cn =an-iAn-i + Cn-i 
Dn = an~iBn^l + Dn-l) 

on comparison of these with the formulae of simple continued fractions 
it is readily seen that in the case of the fraction 



.(67); 



.(68), 



1 i i i i 

Ki + Oi + Kg + aa + f a 

the convergents corresponding to the partial quotients an-i and «„ are 
respectively DJCn and BJAn- This is a convenient form in which to 
remember the law of formation of Jr„ ; but the student must not 
suppose that familiarity with the theory of continued fractions is at all 
necessary to the understanding of the theory of the optical instrument. 

32. Thick and thin lenses. 

The simplest instrument made up of two refracting surfaces is the 
lens. If Ki, #ca, be the powers of the surfaces, and a the reduced 
distance between them, the constants of the instrument are 

A=Ki + K^ + aKiK2y B = l + aKiy C7=l+a*ci, /> = a...(69). 
Thus Ui = — aK2l{Ki + K2 + aKiK2), Vi = — aKi/(*Ci + Ka + aKiKa), 
and the distance between the unit planes is 

H-oUi -^/j^a + fivi 
or a[(fii- fi) Ki + (/ii - iiq) Kg + /iiaKiKa]/ [#ci + k, + aK^K^] (70). 

For a lens of glass, of thickness t, situated in air, we put f^, = ft = 1. 
If the radii of curvature of the faces be Pi and p^, positive when the 
faces are concave, Ki = (ftx-l)/pi, K2 = (/Xi-l)/f)a, and a = t/p^, U t is 
so small that the squares of t/pi and t/p2 may be neglected, the distance 
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betw^n the unit planes is sufficiently well repreBented by the ex- 
pression til — -J, which is ^* if we aesume for glass the rougli value 



/Ai = - , The power is accurately 



PiPa 



{pi + ft + *(l-i)} (71). 



In ordinary simple cases the positions of the unit plaues are easily 
.specified. Thus if the lens is plano-concave one unit point is in the 
curved surface^ and the other distant from it by a third of the thickness. 
If Pi=Psj the unit points are approximately the points of trisection of 
the thickneaa, 

A thin lens is a lens for which # is so small in comparison with 
Pi and Pa that a^^ aud aK^ may be neglected. For such a lens 
A =«i + fC3j and Ui, u^, and the distance between the unit planes all 
vanish*. The unit planes being coincident, the lens may be replaced 
by the equivalent single refracting surface, without any shifting of 
either object or image, and the equivalence is not qualified but com- 
plete. Of course, if the first and last media are the same, air for 
example, a single refracting surface between air and air is not a 
practical possibility; but what is meant by the equivalent single 
surface in this case is that rays passing through the thin lens undergo 
precisely the same deviations as are indicated by the mathematical 
formulae for a single surface of power ^i + % in the position occupied 
by the lens. We have in fact 

which becomes identical with (14) if « = kj + k^. 

33, InBtrument made up of thin lenses. 

An instrument made up of n thin lenses is, of course, an instru- 
ment of 2n refi:acting surfaces, and is a case of the theory already 
discussed. But we have seen that the pair of refracting surfaces 
which make up any thin lens can be replaced by a completely 
univalent single refracting surface. -^Thus the mathematical treat- 
ment which applies most simply to this case is one which takes account 

* Another expresaion tor the power of a thin lees maj be noted id pasEjicg, 
luUDdy 

where f is the thicknesa at the rim of the lens, and r the radina of the cireuJor 
rim. 
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of only n refracting surfaces, whose powers and mutual distances are 
the powers and mutual distances of the corresponding lenses. In fact 
the whole discussion of Articles 16 — 32 may be reinterpreted as appljring 
to an instrument made up of n thin lenses, each k being now the 
power of a lens instead of the power of a single surface. The expres- 
sion for Kn as a function of the powers of the lenses is the same as we 
have already obtained in the case of single surfaces ; and we may talk 
of the " equivalent single thin lens " of the instrument instead of the 
" equivalent single refracting surface " ; the former being in fact a 
physical possibility in the particular case in which the latter is not, 
namely the case when ft = fto* If) as usually happens, all the lenses are 
situated in air, for which ft=l, the distinction between true and 
reduced distances disappears. 

In particular it may be noticed that the mathematical formulae for 
a thick lens have precisely the same form as the formulae for an 
instrument made up of two thin lenses. 

34. Instrmnent of zero power. 

An instrument for which the constant A is zero is called a 
"telescope." Clearly its principal focal planes, unit planes, and 
nodal points are all infinitely distant, and the instrument has pro- 
perties quite distinct from those of an instrument whose power is not 
zero. 

To obtain these properties, we put A=Oin the standard formulae 
(22) and (25), the result being 

^ = B% I (72). 

iv = Cxo-\-(Bv+Cu + I))8^ J 

From the last equation it is seen that x is independent of So 
provided 

Bv+Cu + D = (73), 

which is therefore the condition of conjugacy of the planes determined 
by u and v. This relation is simpler than the general relation 

for while the general relation is the most general homographic relation 
between u and v, the particular relation is a special kind of homo- 
graphic relation, namely similitude. The general relation implies 
equality of anharmonic ratios in the case of four u's and the corre- 
sponding v's; the particular relation implies equality of ordinary 
ratios of division in the case of three w's and the corresponding v's. 
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ABSumiug t( and v to correspond to conjugate focal planes, we get 
from the third of equations (72) the magniiicatiou formula 






'(Ul 



ivhich, in virtue of the first eqLuation, is equivalent to 

i=£ 



.(75). 



Thus it appears that the linear magnification is the same, at whatever 
distance along the axis the object be placed. 

From equation (73) it is seen that if ?t ^ oo , then also t' = qc. The 
principal focal planes are thus both at infinity. In other words, to an 
entering pencil of parallel rays there corresponds an emergent pencil 
of parallel rays. The relation between the directions of these pencils 
is determined by the second of equations (72). Suppose two objects, 
whose distances are (for practical purposes) infinite, to be in the field 
of view of the instrument, for example two stars, one on the axis and 
the other near 'the axis. If 0^ is the angle which these two stars 
"would snbtend at the eye of an observer, i.e. the angular distance 
between them, ^^ is the angle between the beams of light from theni 
which enter the instrument ; thug $^ = B^ Ifi^, The corresponding beams of 
light which emerge from the instrument and enter the eye are inclined 
to one another at an angle 0^ equal to §/^, and this is the angular 
distance between the images of the stars. The ratio of B to ^o ^^ the 
angular magnification {n) produced by the instrument ; it is given by 
the formula 






,(7ti). 



If, as is usually the case, i« = /toi we get the still simpler formula 



« = £ = - 
m 



•(77). 



Thus the angular magnification is the inverse of the linear magnificsr^ 
tion, and ia independent of the angular positions of the objects viewed, 
provided only they be near enough to the direction of the axis of the 
telescope to justify the use of the approximation which we have 
adopted throughout. 

An ordinary astronomical telescope in ideal adjustment consists of 
an object-glass and an eye-piece placed at such a distance apart that 
ihe power of the combined instrument is zero* The linear magnifica- 
tion produced by the telescope being independent of the position of 
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the object, we may think of an object consisting of a bright disc of the 
same size as the object-glass, placed close up to the latter. The image 
of this fonned by the object-glass only (regarded as a thin lens) is an 
equal bright disc, close up to the object-glass on the inside. The final 
image, formed by the eye-piece, is thus tHe same as the image of the 
object-glass formed by the eye-piece — i.e. what is called the eye-ring. 
So the linear magnification is the ratio of the diameter of the eye-ring 
to the diameter of the object-glass, and the angular magnifying power 
is the inverse of this ratio. 

Another formula for the magnifying power is got by appljdng 
formula (40) to the eye-piece only, so that the constants are the 
constants of the eye-piece. If / is the focal length of the eye-piece, 
and F that of the object-glass, we put ^ = - 1//; and we notice that 
in ideal adjustment eye-piece and object-glass have a common principal 
focal plane, so that for the object-glass or any object coincident with it 
p = F. The formula then yields 

m /* 

Here m, a particular linear magnification for the eye-piece alone, is the 
general linear magnification for the whole instrument. So the angular 
magnifying power is 

/^=-=-5 (78). 

35. Plane refracting surfkce. 

A plane refracting surface has zero power, and therefore has the 
properties of a telescope. It is exceptional in this respect that, since 
its linear magnifying power is unity, its unit planes are not necessarily 
at infinity — they are indeterminate ; any pair of conjugate planes are 
unit planes. 

It is worth while to notice that if one of the refracting surfaces of 
an instrument be plane, it need not be reckoned as one of the n sur- 
faces in the general formulae, provided care be taken to estimate 
properly the reduced distance, through it^ between the refracting 
surfaces adjacent to it on either side. Thus, if we consider an 
instrument made up of two hemispheres of glass (radius r, index /a), 
with their plane faces towards each other at a distance c apart, we 
have really an instrument of four refracting surfaces. But we may 
treat it as one having only two refracting surfieices (^1,01, f 2) provided we 
put Ki = K2 = (l-fi)/r, ai = rlfi + c + r/fi. If the curved faces of the 



34^36] 



FIELD-GLASSES 



33 



hemispheres were towards each other at a distance c apart^ we should 
put fi = 'f2 = (l — /jl)/?", ai = c, and measure u, Vt as reduced distances 
out through the glass from the curved surfaces ; for e3tample if the 
object were at a distance p from the first plane refracting surface, we 
should have u=p + rlfA; and if the object were a virtual object (i.e. a 
real image which the entering rajs would have formed if they had not 
been intercepted by the glass) p would be negative, but the same 
formula for u would be employed, 

36, Field-glaaaes and telescopes. 

TelescopeSj field-glasses and opera-glasses are so constructed that 
the distance between the objective and the eye-piece can be adjusted 
to suit the eye of the observer. Probably these instruments^ when 
in use, are seldom ideally telescopicj i.e. of zero power. It might, 
however, be thought that, since the adjustment to suit the average eye 
is a fairly small relative displacement of the lenses, the instruments in 
use are at least approximately telescopic, or of very large focal length. 
But this assumption requires examination, the more so as it is 
meaningless to call a length very large unless one can specify some 
standard leugth in comparison with which the largeness is estimated. 

The huear magnification of an instrument in air, for an object at 
a distance «t, is given by 

ljm=Au + Bt 

and it is to he noticed that the right-hand side of this equality 
consists of two terms, one constant^ the other involving u. If the 
instrument were telescopic the term containing n would be absent* 
And therefore, as regards linear magnification, it may be said that the 
instrument is nearly telescopic if the term in Ijm which involves u is 
small compared with the constant term, i,e. if AujB is small so that 
the linear magnificatiou is approximately independent of u. If, for 
example, the instrument be a Galileo's telescope, the focal lengths of 
objective and eye-glass being i^'and -/, and the distance between the 
lenses F-f-b^ 

A^bfFf, B = {F^b)//, and AulB = bulF(F^b)^bulF' 

approximately- We should call the instrument nearly telescopic if 
ItujF^ were small, or (in other words) if the distance between the 
principal foci of the lenses were small compared with the distance of 
the image formed by the ohject-glass from the second principal focus 
of the object>-glass. 
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Measurements, rather rough because no proper optical bench was 
available, were made by the author on a pair of field-glassies of the 
ordinary type. The values obtained were F=1'S inches, /=1'4 
inches, and when the instrument was at the greatest length per- 
mitted by the manner in which it was mounted the distance between 
the lenses was 5*9 inches, so that b was zero and the adjustment 
ideally telescopic. Distant objects could be seen clearly with the 
instrument so adjusted, but the clearness was increased by bringing 
the lenses nearer together and was best when the instrument had been 
shortened by about "2 inch. With this value of b, bu/F^ = u/266, 
when u is measured by inches. As one does not use field-glasses to 
view an object whose distance is small compared with 22 ft., the 
instrument cannot be regarded as nearly telescopic, as regards its 
linear magnification, when put to its ordinary use. 

The linear magnification, however, is not so important as the 
angular magnification, i.e. the ratio of the angles subtended at the 
eye by image and object. When the length of the instrument is 
denoted by /, and the distance of the eye from the eye-glass is 
negligible, the angular magnification is the ratio of -iv/v to ivj(l + u), 
that is-m(l + u)/v ; it is easily verified that this is equal to 

{l+lu''}/{C+Du'-'} (79). 

For the two-lens instrument which we have been discussing, this 
formula becomes 

{l + lu-')/{{/+b)F-' + lu-'l 

and if we assume that the length of the instrument is small compared 
with u, we see that approximately 

angular magnification = Fl(f+ b) (80). 

In ideal adjustment this takes the value F/f; thus the change fironi 
ideal adjustment alters the angular magnification in the ratio //(/+ b). 
If /= 1*4 in., fc = *2in., as in the case mentioned above, this ratio 
is 7/8 ; thus the change of angular magnification is not great, and 
the instrument is in this respect not very different from an ideal 
telescope. 

In practice the value of b depends partly on the distance of the 
object and partly on the particular distance between eye and image to 
which the eye of the observer most readily accommodates itself. The 
value of b \^ P^-v-fy^-F^iu-F)'^. If the eye prefers a near 
image, so that -t?, though greater than/ is not very great, b is positive 
and A is positive. But if the eye prefers a very distant image, -v may 
be much greater than u, so that b and A are negative. The mounting 
of the lenses usually permits both positive and negative values of b. 
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37. Combination of two instruments. 

When two instruments whose constants ar« known are placed end 
to end, so that light traverses first one and then the other, the con- 
stants of the resulting eomponnd instmment can be calculated easily 
if each of the original instruments be supposed replaced hy ita 
equivalent single surface (or single thin lens). In the resultant two- 
surface instrument the distance between the single surfaces must be 
t^ken equal to the distance between the second unit plane of the first 
instrument and the first unit plane of the second. The object must, 
however, he regarded as having the same position relative to the single 
fiiirface replacing the first instrument as it actually has relatively to 
the first unit plane of the first instrument, 

A knowledge of the constants of an instmment is etiuivalent to 
knowledge of its power and of the positions of its unit planes. Taking 
the unit planes of an instrument of power k as planes of reference^ the 
constants for those planes are f, l, 1, 0. If we have two instruments 
of powers tc^ and k^ whose adjacent unit planes are at reduced distance 
a apart, we see, by substituting the equivalent single surfaces, that 
the constants of the combined instrument are K, + K2 + a«i«s, l^aic^^ 
1 + aifi, a, the planes of reference to which these constants refer being 
the first unit plane of the first instrument, and the second unit plane 
of the second instrument, since these planes correspond to the first 
and last refracting surfaces of the equivalent two-surface system. 

It is worth noting that the constants for a combination of two 
instruments, which we may suppose to be situated in air, assume 
Bioiple forms if expressed in terms of the focal lengths /i, /a of the 
instmmeats, and the distance b between their adjacent principal foci. 
Tbe planes of reference being the first principal focal plane of the 
fct instrument, and the second principal focal plane of the second 
bstmment, we readily obtain: 

b "' -"' -' •"' D=0 ..(81> 



A=A' = 



AA 



o' A 



ft* _ /a 



For a combination of three instruments the corresponding results 

J _ /a ~ ^C^a „, Os/i ^t Oj/i jY J1J3 /of,\ 

/i*/a/3 /a/a /i/a Ji 



\\\ 
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V. THE EQUIVALENT THIN LENS. 

38. Adyantages of a compound instrument. 

In connexion with the fact that any symmetrical optical instrument 
in air may, so far as the first order approximation is concerned, be 
replaced by an equivalent single thin lens, there naturally presents 
itself the question — what advantage has the relatively complex 
instrument over the equivalent single lens? 

The most obvious answer to this question is that, by adjustment of 
the curvatures of the faces of the lenses that make up the instrument, 
it is possible to diminish greatly the aberrations of rays that are 
inclined to the axis, and so to increase the angular field which is 
represented after refraction by a clear image. Aberration is an effect 
depending on the small quantities of the second or higher orders which 
have been neglected throughout the present discussion. The effect of 
diminishing aberration is to extend the values of the small inclinations 
for which the formulae we have obtained may be regarded as approxi- 
mately representing the actual facts. 

But, if we agree to pay no attention to second order small 
quantities, we may still ask whether the single thin lens is really as 
effective as the instrument it replaces. The first telescopes were 
not corrected for aberration, and there must be some more elementary 
reason why they were constructed of two lenses when a single lens 
might have sufficed. 

For a telescope in ideal adjustment there is, of course, no 
equivalent thin lens. For the power is zero, and the unit planes 
are at infinity. To give such relative translation to the object and 
image systems as shall bring these unit planes into coincidence, and 
then to use a lens of zero power, is a proceeding which can hardly be 
regarded as practicable. But the Galileo telescope, or opera*glass, as 
frequently used, is not a telescope in ideal adjustment, and might 
therefore be expected to have an equivalent thin lens capable of being 
used in its stead. 

The magnification formula 1/w = Ap, where p is the distance of 
the object beyond the first principal focal plane, shews that, when 
an instrument is used for viewing objects beyond the first principal 
focus, the linear magnification cannot be positive and so the image 
cannot be upright unless the power of the instrument is positive. So, 
when the opera-glass is used in this way, the power is positive and the 
equivalent thin lens is a diverging one. Now if we view an object 
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^B through a diverging lens, and if A'B* be the image, and the 
centre or unit-point of the lens, OA'A aud OB'B are straight lines, 
and the image (if upright) is on the same aide of the lens as the object^ 
namely on the side remote from the eye ; if the object is distant, the 
image is nearer to the eye than the object. 

The eye E is necessarily outside the triangle A OB, and conse- 
quently the image A'B' subtends at the eye a smaller angle than 




tlie object AB\ thus there is no angular magnification, but rather 
angular diminution, and the lens is not serving any useful end. If 
only E could he on the same side of the lena as AB^ the angle A'EB' 
would be greater than the angle AEB, and angiilar magnificatioa 
would be attained ; but it is impossible to use a lens if the eye is 
on the same side of it as the object 

Now let us consider a Galileo's telescope in which the object-glass 
i3 converging and of focal length F, the eye-glass diverging and of 
focal length / and the distance between the lenses F- f-b. Using 
the standard formulae for two thin lenses, we put kj = - 1/^, '^t-^lf, 
a = F-/-b; whence 

^ = «i + ifa + aKy K^ = hlF/, \ . . 

B^l^m, = iF-b)jf, C^l^m, = {f^b)!F] '^'*'*^' 

In order that tJie power of the instrument may he positive, b must 
be positive, i.e. the lenses are nearer together than in the ideal adjust- 
ment. The distance of the second unit plane from the eye-end of the 
instrument ia (l - C)/^ or f {F - f -b) jb, which is positive, and usually 
large compared with / Now the eye is placed quite close to the eye- 
glass, and therefore the unit plane is behind the eye. The eye is in 
front of the unit plane for the eye-end of the instrument, and yet the 
instrument is between the eye and the object, so that it can be used 
for viewing the object. Now the eye and the image system occupy 
the same position relatively to the ecLuivalent thin lens as if that lena 
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were in the second unit plane, and so the use made of the instrument 
corresponds to the use of the single lens when the eye is between the 
lens and the object, under which circumstances there is a genuine 
angular magnification. The difference between the two cases is that 
for such a position of the eye the fays do not traverse the single lens 
before reaching the eye, but do traverse the telescope ; the single lens 
IS as useless as if it were absent, the telescope gives the image mag- 
nified as required. Or, to put the matter briefly, angular magnification 
can only be obtained by putting the eye between the single lens and 
the object ; the telescope gives us the advantage of having the eye in 
front of the lens, without the corresponding disadvantage of having 
the lens in such a position that the light on its way to the eye does 
not traverse the lens at all. 

If the opera-glass is used with such an adjustment that the image 
is more distant than the object, the circumstances are different In 
this case b and A are negative, so that the equivalent lens is con- 
verging and would yield angular magnification to an eye placed behind 
it. The single lens would, in fact, be used like a reading-glass or a 
simple microscope. If d, D denote the distances of lens and object 
from the eye, and <^ the focal length, 4> + rf>Z>, and the angular mag- 
nification n is given hy rr^ = 1 - d {D - d) <t>~^D~^. Thus a value of n 
sensibly greater than unity requires both d and <^ to be of the same 
order of greatness as Z>. For distant objects this is clearly impractic- 
able. But with a compound instrument it is easy to arrange for the 
equivalent conditions, naniely that the power be small and the eye at 
a great distance behind the second unit plane. 

39. The Unilens. 

There has lately been invented an instrument which seems at first 
to constitute a refutation of what we have said about the practical 
uselessness of the equivalent thin lens. Major Baden Powell's 
" Unilens " is a single lens which, when held at a distance of three 
or four feet from the eye, performs the functions of a field-glass and 
gives an upright magnified image of distant objects. The action of 
the unilens is very interesting ; it is a single convex lens of about six 
feet focal length, so that when it is being used the eye is between the 
lens and the principal focus. The image of a distant object is there- 
fore a real inverted image, behind the principal focus and therefore 
behind the eye. The pencils which are on their way to form this image 
are intercepted by the lens of the eye, and the eye accommodates itself 
to receive the resulting image on the retina. The accommodation 
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required is of the same kind as that wliich prepares the eye to view 
infinitely distant objecti?, but it is exaggerated to an extent which may 
be called accommodation for objects beyond infinity. The manu- 
facturers state that only three people out of four can use the nnilens ; 
the nse of the instrument is found to tire the eye. 

VL REFLECTING IKSTRTJMENTS. 

40< Analytical formulae ezpressiug the laws of reflexion. 

The laws of reflexion are :--(i) the incident ray, the reflected ray, 
and the normal to the reflecting surface at the point of incidence are 
in one plane ; (ii) the angle of incidence is equal to the angle of 
reflexion. 

Using the notation of Article 1, with this modification that 
(l\ m\ ft) shall be the cosines of the rev&rsed rejlected ray, we see 
that the diagram of that Article would be suitable for a reflexion if 00 
were equal to OB and inclined to OK at the same angle as OB, but on 
the other side of OK; in fact if C were on 5/ produced, and CJ^JB, 
Now this amounts simply to a law of refraction in which fif^-fx, and 
so we get the laws of reflexion by putting this value of /a' in equations 
(1). The result is 

W + «j = 2Mcos^ I ...=.,,„ ....(84). 

n' -^n = 2N cos ^ J 
When all the inelinationa to the axis of z are very small we have the 
approximate formulae 

r + / = 2X 1 . 

m'^m^2Mf ^^^^' 

and when the mirror is a spherical enrface whose radius p is reckoned 
positive when the convexity is towards the positive dir^tion of the 
axis oiz, 

and r + l = 2a:jpy m' -\~m = 2iflp (86), 

where Q^t y) are coordinates of the point of incidence. 

Formulae {^^) are useful and easy to remember, but for our present 
purpose it is convenient to modify them so that their form may corre- 
spond with that of the formulae for a refracting surface. Since /' is 
the projected inclination of the reversed reflected ray to the axis of z^ 
it is clear that, if we take an axis of s^ in the opposite direction to the 
axis of ^, i,e. in the direction of the reflected central ray^ the corre- 
sponding projected inchnation of the actual reflected ray ig —V. This, 
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multiplied by the index /ix of the medium in which the ray travels, is 
the reduced projected inclination (to the axis of z^ of the reflected 
ray. We may put -2fi/p = K, and call k the power of the mirror, 
noting that k is positive when the reflecting surface is convex to the 
rays, and that k depends on the index of the medium in which the 
mirror is placed. 

With this notation the typical formula becomes 

8' = 8 + K;r (87), 

which differs from the refraction formula only in the interpretation 
of 8'. 

41. Single Spherical Mirror. 

In studying image formation by a single mirror, we take planes of 
reference for the incident and refracted rays at reduced distances m, t?, 
respectively from the mirror. The coordinates of the points where 
the rays cut these planes are {x^^ y^ and (x, y). Then by mathe- 
matical reasoning formally identical with that for a single refracting 
surface (Article 14), we get 

8' = k^+(kw + 1)8 I 

Thus the condition for conjugate focal planes is 

Kuv-^u^v=^0 (89), 

and the magnification formulae are 

wi~^ = KW4-l, m = KV+l (90). 

42. Geometrical interpretation. 

There is a remarkable diflference between the geometrical signifi- 
cance of formula (89) when applied to a mirror and when applied to a 
refracting surface. This is made clear if we replace reduced distances 
by true distances. In the case of the mirror the index of the medium 
is really irrelevant, and if we denote true distances by accented letters 
we find that the condition for conjugate focal planes is 

-2p-'wV + w' + v' = (91). 

On the other hand for a refracting surface we get 

kmV + ftV + ftv' = (92). 

The latter formula represents homography, the former represents a 
very special kind of homography, namely involution. 

That the homography represented by (91) is an involution is a fact 
which, if it were not mathematically obvious from the form of the 
equation, would be inferred at once from the physically obvious 
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reciprocal relation between an object and ita image formed by 
Teflexion. It might be thought that a thin lens muat also yield 
an involution relation between conjugate foci for a similar reason. 
But tliough, in a sense, it is true that object and image are inter- 
changeable for any refracting instrument, this interchange always 
imphes a corresponding reversal of the direction in which the rays 
pass ; if we insist on the rays always passing in the same sense, the 
relation between object and image is not a reciprocal one. From the 
purely mathematical point of view it might be argued that in the case 
of a thin lens, /tt = /^ and the coefficients of w' and v in (92) are 
therefore equal ; that is true, but as m' and v are measured in opposite 
senses from the lens their coefficients would have to be equal in mag- 
nitude but opposite in sign in order that the homography should be an 
involution. It is otherwise with formula (91), since m' and v are 
measured in the same sense from the mirror. 

The double points of the involution of (91) are clearly given by 
u' — v^(} and u' = v'^p^ 
that is the apex of the mirror and the centre of curvature. For one 
double point w ^ + 1, for the other m=^-l. 

43. Eeflecting Telescopes. 

As an example of the application of the reflexion formulae, let ua 
consider the instrument known as Cassegrain's telescope. The in- 
cident light first strikes a concave mirror, is reflected backwards to 
strike a convex mirror, and is again reflected ; the light after the 
second reflexion passes through a small hole in the middle of the 
concave mirror and is refracted through a lens which constitutes the 
eye-piece. If the radiu.s of the concave mirror be R^ that of the 
convex mirror r, the power of the lens k, the distance between the 
mirrors a, and the distance from the convex mirror to the lens b, we 
have the same mathematical formulae as for a reiracting instrument 
of three lenses, the values of the powers and mntual distances being 

Ki = — 2/ B, iCa = 2/r, ifs = K J ^1 ^ «, CEa = *- 
The power of the whole instrument is accordingly, by (66), 

^=(-«')(-i-^f>"('-i). 

T^hich must vanish if the instrument is to be in ideal telescopic adjust- 
ment In that particular case the angular magnification would be 
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In Gregory's telescope the second mirror is concave. The formulae 
are derived from the formulae for Cassegrain's telescope by changing 
the sign of r. 

If the eye-piece used in either case is compound, i.e. consists of 
more than one lens, the formulae still apply if k is the power of the 
eye-piece as a whole, and b the distance from the second mirror to the 
first unit plane of the eye-piece. 

There are somewhat neater expressions for the constants in terms 
of the focal lengths of the mirrors and the eye-piece, and the distances 
between adjacent principal focal planes. They may be got by sub- 
stitution in the formulae quoted at the end of Article 37. 

44. Refracting instrument and single mirror. 

From the point of view of pure geometry the formation of images 
by light which first traverses a refracting instrument, is then reflected 
by a mirror, and then goes back through the refracting instrument, is 
of some interest. The power of the instrument being A, and that of the 
mirror A\ and the reduced distance of the mirror from the second 
unit plane of the instrument being a, it is easy to see by considering 
the equivalent single surface, that, save for a reversal of general 
direction, the emergent light behaves as if it had traversed three 
surfaces whose powers and distances, in order, are Ay a, A\ a, A. 
And therefore if w, t? be measured, both in the same direction, from the 
first unit plane of the refracting instrument, the condition for con- 
jugate focal planes is 

where K is the function K^ formed from 

Ki = Ay «! = «, Ka = ^', 02 = a, Ks = A, 
By the symmetry of JT, the coeflScients of u and v in this relation are 
equal ; hence it represents an involution. On physical grounds this 
was to be expected, since the relation between object and image is a 
reciprocal one. The unit planes of the compound instrument clearly 
coincide, namely at one of the double points of the involution ; the 
other double point corresponds to magnification equal to - 1, for an 
interchange of object and image changes mU) 1/m, and therefore when 
object and image coincide it is necessary that m = l/m, or m^ = l. The 
instrument can be replaced by a single equivalent mirror at the unit 
plane, with its centre at the other double point of the involution ; and 
the equivalence is mathematically complete without any translation of 
object or image, since the unit planes coincide. 
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TIL ENTRANCE AND EXIT PQPILa 

45, Amplitude of the pencil of rays from any point. 

The pencil of rays, proceeding from any briglit point, which 
traverses the whole of an optical instrument, is liable to he restricted 
in consequence of the necessarily restricted area of each of the re- 
fracting or reflecting sinrfaees of which the instrument is composed. 
Thus the area of a thin lens available for transmission of light is deter- 
mined by the circular edge of tlie lens, or by the apertnre of the 
opaque frame in which the lens is held ; the pencil cannot be of greater 
width than that necessary to fill tliig aperture. Some one of these 
opaque boundaries (not necessarily that of smallest aperture) will 
restrict the transmitted pencil to a greater extent than would any of 
the others, and will thus he effective in determining the angular extent 
of the emergent pencil Or it may he that somewhere on the axis of 
the instrument there is placed an opaque " stop " with a circular hole 
in it, through which the rays must pass, and that this hole is ao 
narrow that its amplitude is what determines the extreme rays of the 
transmitted pencil. 

The effective "'stop," whether it he coincident with one of the 
reiracting or reflecting siirfaceSj or not, hag its aperture completely 
filled with rays. Tlie image of this aperture (treated as a bright 
object) formed by the whole of the series of surfaces at which the rays 
suffer reflexion or refraction after traversing the stop, is a circular area 
perpendicular to the axis of the iustruraent which is completely filled 
by the emergent rays (or by these rays produced backwards if neces- 
sary). This circular are^ is called the "exit-pupil/' The extreme 
rays of the pencil converging to any image point are got by joining the 
ima^e point to all the points of the boundary of the exit-pupiL 

The image of the effeeti%'e stop which would be got by reversing 
the general direction of the rays and using only the surfaces which lie 
between the stop and the object-end of the instrument, is called the 
*' entrance- pupil" The extreme rays of that part of the pencil, which 
enters the instrument from any bright point, which is destined ultimately 
to emerge, are got by joining the bright point to all the points of the 
boundary of the entrance-pupil 

Since the formation of a good image depends on keeping the 
inclinations of the rays very small, there is an obvious advantage in 
the use of a stop of small aperture. But there are the correspotiding 
disadvantages of a more restricted field of view and a diminution in 
the quantity of the transmitted light. 
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46. Dispersion. 

Light is a periodic wave motion of the aether, but ordinary white 
light is not a simply periodic motion having a single period, like the 
motion of a simple pendulum ; it resembles, rather, the more com- 
plicated oscillations of a dynamical system having several degrees of 
freedom, such as a number of particles attached at different points to 
a string which hangs from a fixed end ; the motion is very complex, 
but may be regarded as compounded of a number of distinct motions 
each of which is simply periodic, which have different periods. 
Aethereal oscillations of different periodicities produce in the eye 
different colour sensations, and white light is not light of any par- 
ticular pure colour, but is a mixture of lights of different periodic 
times or different colours, namely the colours of the rainbow and the 
spectrum. 

In free aether and in air lights of different colours are propagated 
with the same velocity, but in other transparent media the light- s^ 

disturbances corresponding to different colours are propagated with ^ 

different velocities and have different indices of refraction. Conse- 
quently any given refracting optical instrument is likely to produce 
different effects upon beams of light of different colours ; and to an 
entering beam of mixed (e.g. white) light there will correspond, not 
a single emergent beam of mixed light, but a number of emergent 
beams of different colours probably in different directions and having 
different focal properties. This is most strikingly exemplified in 
Newton's method of producing a spectrum of sunlight by means of 
a glass prism. The phenomenon of the separation of the beams of 
different colours is called "dispersion." 

Instruments composed entirely of reflecting surfaces are, of course, 
free from dispersion effects. 

47. Dispersive power o^ a substance. 

In estimating the extent to which a substance behaves differently 
towards light-beams of different colours, we fix our attention on two 
standard colours in different parts of the spectrum, for example blue . i 

and red, and we measure the refractive index for each of these colours. "* 

The difference between the two indices, or any simple function pro- 
portional to this difference, might be taken as a measure of the 
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dispersive power so far as the selected colours are concerned. Of 
course the standard colours have to be more precisely defined than 
by mere colour-names ; they are identified by their positions in the 
spectrum, being the colours corresponding to selected bright lines in 
the spectra of familiar substances. For our purpose it will suffice to 
call them "colour No. 1" and "colour No. 2," and to denote the 
corresponding indices by fti and fta. 

The deviation produced by a prism of small angle a on rays 
which are incident nearly normally is known to be approximately 
(fi- 1) a. Hence the difference between the deviations of rays of the 
two standard colours is (fji^-fii^a. The ratio of tjie difference of 
deviations to the absolute deviation of a ray of a third standard 
colour (No. 3) is therefore 

and depends, not on the shape, but only on the nature of the material 
of the prism. It is therefore a suitable quantity to take as a measure 
of the extent to which the material behaves differently to the two 
standard colours, and is called the " dispersive power " of the sub- 
stance. It is usually written 

(Af.)/{f.-l) (93), 

the operator symbol A being used to denote the increment of the 
function of fi on which it operates when fi is changed from fti to /luj, 
and the suffix being dropped in the case of colour No. 3. For brevity 
the dispersive power is denoted by the symbol m. It must be noted 
that a numerical value of tar for any particular substance is meaningless 
unless it is accompanied by a precise definition of the standard colours 
to which it refers. 

The dispersive power w is usually a very small quantity. When 
colour No. 1 corresponds to the C line (in the red), colour No. 2 to the 
jPline (in the blue), and colour No. 3 to the Z> line (in the yellow), the 
values of m for some different kinds of Jena glass are roughly 1/67, 
1/55, 1/65, 1/51, 1/44. 

48. Powers of a tliin lens for different colours. 

The power of a thin lens of glass, situated in air, is given by the 
formula 
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where p and cr are the radii of curvature of the faces. Hence, for two 
standard colonics, * 

Dividing corresponding aides of these equalities we get 
f 2 - f 1 _ ^-M i _ 

or AK = «ar , -(94). 

This formula gives the difference between the powers, for the 
standard colours, of a lens made of a material whose dispersive power 
is known, 

49* Achromatism. 

SiuCGj in general^ a refracting optical instrument behaves differently 
to light-beams of different colours, it follows that it has not simply oae 
set of constants Ay By C\ D, but many such sets, a set for each colour. 
And if objects which differ only in colour be placed successively in the 
same position in front of the instrument, the corresponding images 
will usually be in different positions and of different sizes. If the 
object be white, or if the light proceeding from it he a mixture of 
several pure colours, the instrument forms not one image, but a series 
of images^ in different positionSj of different sizes and different colours. 
The eye perceives all these images simaltaueously, the resulting 
appearance being usually a somewhat blurred image of the same 
mixed colour as the object, surrounded by a party-coloured firinge- 

This defect of the image is called ** chromatic aberration,'' and an 
instrument which is free or nearly free from the defect is said to be 
*' achromatic." 

In ideal achromatism the instrument would be such that the images 
of all colours would be of the same size and in the same position. But 
ideal achromatism is difl&cult of attainment, and an instrument-maker 
is usually satisfied if he can cause the images of two standard colours 
to coincide. When this has been effected it is generally the case that 
the images of all the colours which he between the standard colours in 
the spectrum are much more nearly coincident than they would be in 
the absence of the two-colour achromatism, and the same is true to 
some extent for the other parts of the spectrum. Thus the image 
formed by an instrument which is io this extent achromatic is very 
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n\uch better than would be formed by an instrument designed without 

f regard to achromatism. 

^ The most valuable device for the partial removal of chromatic 

defects is the combination, in one instrument, of different kinds of 
glass, having different dispersive powers. If the dependence of index 
on colour were such as to give the same value to the ratio 

(/*p-M«)/(^p-/v) 
for different kinds of glass, for every selection of three colours (p, q, r), 
then any instrument composed of these kinds of glass, if achromatic 
for two colours, would be achromatic for all colours. The fact that 
the law of dispersion has not actually this simple form is referred to as 
" the irrationality of dispersion." 

The particular pair of colours for which the instrument is made 
achromatic must be chosen with reference to the use to which the 
instrument is to be put. If the instrument is to be used for vision, 
the colours selected are those which, partly on account of the relatively 
large extent to which they are present in white light and partly on 
account of the greater sensitiveness to them of the nerves of the eye, 
are most important in ordinary vision ; such colours are those in the 
neighbourhood of Fraunhofer*s C and F lines. But if the instrument 
is to be used only for photographic purposes, the chemical activity of 
the colours becomes an important consideration, while their effect on 
the eye no longer matters ; the colours selected would therefore be in 
the violet or ultra-violet part of the spectrum. 

50. Partial achromatism. 

Even for two colours, achromatism is not easy to obtain, and 
sometimes the instrument-maker is content with partial achromatism. 
Complete achromatism requires the two coloured images to be of the 
same size and in the same position ; if one of these conditions is 
satisfied but not the other, the achromatism is partial. The eye is a 
better judge of size than of distance, and so if only one of the con- 
ditions can be satisfied it is better to achromatize for size than for 
position. 

It is further to be observed that an instrument may be achromatic 
for a particular position of the object without being achromatic for all 
positions of the object. This " particular " achromatism is of course 
easier to obtain than the "general" achromatism which holds for all 
positions of the object. 
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51. Achromatism of a symmetrical instrument composed 
of thin lenses in air. 

So far as concerns the image formation corresponding to the first- 
order approximation assumed throughout the present Tract, the 
conditions of achromatism can be deduced immediately from the 
four-constant formulae. Taking the magnification formulae, 

— = Au + Bf m = Av+C, 
m 

we remark first that for an instrument in air the first and last media 

have their indices unity for all colours. Hence u, v are the true 

distances of object and image from the instrument The object being 

in the same position for all colours, Au = 0. Achromatism for size 

requires that Aw = and therefore of course A- =0. Achromatism 

m 

for position of the image requires Ai? = 0. If therefore we apply the 
operator A to the magnification formulae we see that 

uAA+aB = (95) 

is the condition for achromatism as regards size, and 

vAA+aC=0 (96) 

a farther condition if the achromatism is for both size and position. 

If the achromatism is only for a particular position of the object, 
i.e. for a particular value of w, these equations as they stand represent 
the conditions. But if the achromatism is to be for all values of Uy 
we clearly require 

AA=0, a5 = (97) 

for size, with the further condition 

A(7=0 (98) 

for position*. 

It is a well known theorem that if /(^i, X2, ^^s ...) is a function of 
the independent variables ^1, ^2, ^3,..., having continuous partial 
differential coefficients, and if the symbol A be used for small 

increments, 

^ df df df 

where a> is small of a higher order than the increments ; hence if co be 
omitted from the right-hand side we have a statement of equality 
which is very approximately true. 

* Since Bd-AD = ly the vaniBhing of aA, aB, and aC inYolvefl also the 
vanishing of aD. 
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Now the constants of ihe instrument under consideration are 
functions of the powers of the component thin lenses and their 
mutual true distances, and these distances are not affected by change 
from one colour to another. So the operator A affects only the k&, 
and A K is in each case small. Accordingly we can apply the theorem 
of the total differential, just quoted, and we have 
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with corresponding expressions for A B and A C. Substituting these 
in the formulae (95) and (96), or (97) and (98), we have the conditions 
for partial or complete, particular or general, achromatism. 

52. Instrument consisting of two lenses. 

For an instrument consisting of two thin lenses, icj, icg, at a distance 
a apart, 

A A = (1 + UK^) KjOTi + (1 + aKi) ICaZZTg \ 

AB = aK2'm2, AC=aKiiffj^ j " 

The conditions for general achromatism as to the size of the image, 
namely Aj. = 0, aB = 0, are obviously equivalent to Wi = 0, ^^^ = 0, 
Accordingly this partial achromatism for all positions of the object is 
unattainable unless each of the thin lenses separately is achromatic, 
i.e. made of a substance which has no dispersive power. But the only 
known substances whose dispersive power is practically zero are those 
whose index is not sensibly different from unity, and lenses made of 
such material would have no power. So general achromatism as to 
size is unattainable with two thin lenses at a distance apart. 

The condition for achromatism as to size, for a particular position 
of the object, is 

{(1 +aK2)iciOT'i + (l +aKi)K2'm2}u + aK^vT2 = (101), 

which assumes a still simpler form if the lenses are of the same material, 
so that ori = zzr2. It is always possible to choose a, k^, k^ so that this 
shall be satisfied for a prescribed value of u. 

53. Achromatism of the eye-piece of a telescope. 

If the objective of a telescope be a reflector, or a compound object- 
glass which is itself achromatic, it is necessary that the eye-piece also 
L. 4 
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should be an achroniatic instrument. When the telescope ia in ideal 
adjustment the achromatism required in the eye-piece is of a particukj- 
kindj corresponding to a particular position of the object. For the 
object is the real image formed by the objective, and ia in the first 
principal focal plane of the eye-piece. 

For this position of the object it is meaningless to talk of achro- 
matism for size or achromatism for position, inasmuch as the final 
image is infinitely distant and the linear magnification is infinite. 

The pencil of rays proceeding from a particular point of the object 
iu the focal plane becomes, after refraction through the eye-piece, a 
beam of parallel rays whose direction determines the angular position 
of the image perceived by the eye. If the beams of different colours 
enter the eye iu different directions, there will be a series of images of 
different colours and in different augular positions, in fact a chromatic 
effect which would lessen the utility of tlie telescope. The kind of 
achromatism to be aimed at is therefore parallelism of the emei^ng 
beams of different colours. 

This statement is however only approximately correct, for the eye- 
piece has different focal pknea for different colours. The object is 
accordingly in the focal plane for one colour, hut out of the focal plane 
for all other colours. Only one of the emerging beams is a beam of 
parallel raySj the others consist of rays which are in each case very 
nearly parallel. The condition of achromatism is therefore more 
precisely stated as parallelism of the principal or central rays of the 
emerging pencils of different colours. 

The formula for the direction of an emerging ray is 

the notation being as usual. In the present application u has such a 
value as to place the object in the first focal plane of the eye-piece, 
Xq refers to a particular point of the object, and Sq to a particular ray 
proceeding firom that point. 

We shall apply the operator A to both sides of this equation, noting 
that though for one colour Au + B is zero it is not necessarily zero for 
any other colour. As iCo and Bq are unaffected by A, the result of the 
operation is 

^B = a:o/^A+(u^A+ aB)K; 

the condition of achromatism is that, when Sq corresponds to the 
central ray of the pencil, 

a8 = 0. 
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Thus the condition of achromatism is 

when a suitable value has been substituted for Sq. 

It is usual, though not correct, to take as the central ray of the 
pencil the ray which, before entering the eye-piece, is parallel to the 
axis. For this ray So = 0> ^^^ therefore the corresponding condition 
for achromatism is 

A^ = (102). 

Thus we have the condition usually given for the achromatism of the 
eye-piece of a telescope in ideal adjustment, namely that the powers 
of the eye-piece for the standard colours shall be the same. 

In the case of a pencil of nearly parallel rays, it cannot matter 
much which of the rays is taken as the principal or central ray, and 
therefore the condition just obtained must give very good achromatism. 
But it is undoubtedly more precise to treat the ray through the centre 
of the objective of the telescope as the principal ray. For this ray 
§0 = ^o/-^, where F is the focal length of the objective, and so the con- 
dition for achromatism is 

AA + (uAA + aB)^=0, 

or if we put u + F=b, so that b is the distance between the objective 
and the field-lens of the eye-piece, 

AA + ^aB = (103). 

Let us consider, as an example, an eye-piece consisting of two thin 
lenses #ci, Kg, at a distance a apart. For this eye-piece 

A = Ki + icj + aiciicj, 

and the usual condition of achromatism is 

0= AA=(l+aKi) ici^i + (1 +aici)Kjtzr2 (104). 

On the other hand 5=l-*-aK2, AB = aK2iff2, and the more precise 
condition for achromatism is 

(l+aiC2)iCiori+f l+aKi + TJ'Ca^2 = (105). 

The formulae are the same if we agree to neglect a/b, the ratio of the 
distance between the lenses of the eye-piece to the distance between 
eye-piece and objective. This is usually quite a small quantity. 

The usual condition of achromatism assumes a simple form if the 

4—2 
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lenses of the eye-piece are of the same kind of glass. When this is the 
case oTi = zzTj, and the condition reduces to 

Kj -I- Kg + 2aKiK2 = 0. 
Put Ki = - l//i, fa = - I//2, so that /i, /a are the focal lengths of the 
lenses, positive when converging, and we get the still simpler result 

2a=/i+/2 (106), 

or, in words, the distance between the lenses is the arithmetic mean of 
their focal lengths. This condition is satisfied by the Huygens eye- 
piece. 

54. Achromatism of object-glasses. 

For an instrument consisting of two thin lenses close together the 
constants are 

A=K^ + K2, B=l, (7=1. 

Clearly there is only one uecessary condition for two-colour achro- 
matism, namely 

A^=0 (107). 

When this is satisfied the system is achromatic for size and position of 
the image, wherever the object may be. 
The condition is equivalent to 

KiOTi + if2Zjr2 = (108). 

In order to construct an instrument of this kind, of given power A, 
and achromatic for the two standard colours, it is only necessary that 
the powers kj, k^ of the component lenses should be the quantities 
determined by the equations 

Ki + K2 = A, ariKi + 'nr2*c2 = (109). 

It is to be remarked, however, that the two lenses must not be of the 
same kind of glass, for if oti = m^ the second equation becomes ici + Kg = 0, 
which is inconsistent with the first. The possibility of constructing an 
achromatic object-glass of power different firom zero depends on the 
availability of two kinds of glass having different dispersive powers. 
For an instrument consisting of three thin lenses close together, 
the constants are -4 = kj + Kg + Kg, B = l, (7=1, and the sole condition 
of achromatism 

#Ciori + if2tzr2 + K3'nr3 = (HO). 

If, therefore, we consider three standard colours, and use m for the 
dispersive power of a substance with reference to colours No. 1 and 
No. 2, and tzr' for the dispersive power with reference to colours No. 1 
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and No. 3, we can construct an object-glass achromatic for the three 
standard colours and of given power A^ by choosing Ki, Kg, k^ so as to 
satisfy the equations 

^1 + ^2+^8 = -4] 
GTiifi + sraiCa +^-3X3 = > (Hi)- 

TOt/Ki + WjVa + CT-g'lCs = j 

But the possibility of doing this depends on there being available kinds 
of glass having such values of tot, m, as shall allow of the consistence 
of these equations. The objective of the Sheepshanks instrument in the 
Cambridge Observatory is achromatic for three colours. It may perhaps 
seem unfair to apply to the components of the objective of a great 
telescope the theory of thin lenses, but it is to be remembered that all 
that is here meant by the term " thin " is that the thickness is small 
in comparison with the radii of curvature of the surfaces. 

55. Instrument not composed of thin lenses. 

For the sake of generality we consider a symmetrical refracting 
instrument in which not only the intermediate media but also the 
media outside the instrument at either end are possessed of dispersive 
power. 

The magnification formulae 

-=Au-\-By m = Av-vC, 



are now better rewritten in the form 
fA 



where «*', v' are true, not reduced, distances. The operator A leaves 

v! unaltered; and achromatism for size requires Am = 0, A(-j = 0; 

achromatism for position as well as size requires the further condition 
A'y' = 0. 

Hence it appears that the condition of achromatism for the size of 
the image is 

i*'A^-) + A5 = (112), 

and that the further condition for achromatism as to the position of 
the image is 

v'a(-) + A(7=0 (113). 
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more com- 



The expansions of such expressions as ^(— ) fi-re much 

plicated than in the case of thin lenses, for each power Kt depends 
on two indices, fir-i and fir, and each reduced distance ar is of the fonn 
oV//"V, where aV is the corresponding true distance. Thus . 



and, as 



Aar = 2 Aflr = -'^ ar^r 

„ _/Ar-Mr-l 



.(114); 



Ak- 



Pr 
Pr 



.(115). 



_ (A^r " 1) ^r ^ (^-1 - 1) g^r-l .. 

— *r ' 

Consequently for any function /(#ci, ai,...K»), 



/»r 



.(116). 



It appears, therefore, that the general conditions of achromatism 
involve heavy formulae. In the case of simple instruments, such as 
the thick lens, it is best to discard general formulae and proceed from 
first principles. 



56. Single thick lens in air. 

Let the radii of curvature of the surfaces of a lens of index /a be 
Pi and Pa, both positive if the surfiswjes are convex ; and let the thick- 
ness be t. We shall examine what condition must be satisfied if the 
lens is to have the kind of achromatism required in the eye-piece of a 
telescope. 

The power is 

M-1_M:^^_^ (/t-1)^ 

Pa /** P1P2 ' 



^ = -^ 



Pi 



= /iZl/Aizl,^ 



(Pi + Pa)}- 



PiPa I A* 
whence, when squares of A /a are neglected as usual, 

^A ^ Afi ^ Afi ^ (t-pi-pi)Afi 
A M-l A* (m-1)^-/*(Pi + P2)' 



.(117); 
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The condition for the particular kind of achromatism contemplated 
is A 2I = 0, which is equivalent to 



or 



^=;^(^ + p2) (118). 



If the lens has this particular thickness it will be achromatic. 

The procedure by which this result has been obtained is that which 
usually leads most quickly to the desired condition. In the present 
instance it happens to be easier to equate A^ to A^ without using the 
A operator. We thus get the more precise form of the condition, 
namely 

'=^5^^'^'"^^ ("')• 

57. Jena glasses*. 

With a view to the construction of achromatic combinations of 
lenses, a large number of kinds of glass having diflFerent optical 
properties are manufactured at Jena, and numbers specifying these 
properties are given in the catalogue published by the manufacturers. 

For this purpose the indices of refraction are measured for five 
different colours which are identified by means of bright lines in 
familiar spectra ; these are a red potassium line Ka denoted by A\ 
a red hydrogen line Ha denoted by C, a yellow sodium line Naa 
denoted by D, and two other hydrogen lines, Hp which is greenish 
blue and Hy which is blue, denoted by F and G' respectively. The 
lines are enumerated in descending order of wave length ; the interval 
from ^' to G' is not far short of an octave. 

The dispersive properties of a particular glass, so far as these 
colours are concerned, can be specified by giving the absolute value 
of the index for the line which lies near to the brightest part of the 
visible spectrum, namely Z>, and the differences of the indices for the 
four intervals CF, AD, JDF, FG'. As the interval CF contains the 
part of the spectrum which affects the eye most powerfully, the dis- 
persive power is taken to be that corresponding to these two lines, 
namely w = (/i.^-/Die)/(/x^- 1). This number is small, but if we put 
l/tcr = V we get a fairly large number, which is chosen in preference to 
w for tabulation in the catalogue. 

* Most of the numbers quoted in this and the foUowing Article are taken from 
Muller-PoniUet's Lehrbuch der Phynk, Bd. n. 
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The following table exhibite tlie optical constants of a few of tbe 
Jena glasaes, the numbei'S at the heads of the col um tie bein^ thoae 
which diatinguish the respective glasses in the catalogue. 



Kind o£ Glasa 


015i 


SS 


SSQ 


O60 


0164 


0103 


m 


15368 


P5736 


P5760 


1*5179 


1-6503 


1-6202 


. f^r-^^c 


■01049 


HJliaO 


1)0884 


iX>860 


tmu 


-01709 


V 


51 '2 


ms 


65^2 


0O'3 


49 4 


36-2 


i^n - f^.r 


i)0a59 


■00728 


^00570 


■00553 


■00710 


*(>1034 


Fr-f^t> 


W743 


■00795 


13062^ 


•00605 


*0078fi 


-01230 


fi-ti'-f^*^ 


•00610 


•O0C44 


W500 


■00487 


-00(544 


■01041 



These figurea illuatrate 8ome of the statements which have formed 
the basis of our discussion of dispersion. They shew, for example, 
that V, and therefore also the dispersive power or, is different for 
different kinds of glassj a fact which is at the very foundation of the 
theory of achromatism. If it were not so, it wonld be impossible to 
remove dispersion by a combination of prisms or lenses without at the 
same time doing away with the deviatioii or refractive effect which 
it is desired to retain; the formulae for an achromatic objective, 
*ci+ff3 = ^l, ^jKi + ^2«2 = 0, would be inconsistent nnless A were zero, 
in which case the objective would be useless. 

The table illustrates also the irrationality of dispersion ; if we 
compare the first two columns we find that the mutual ratios of 
Ff-P-cj ^D-P-A't 6*^* ^1^ shghtly different for the glasses 0152 and SS. 
But it is not so for every pair of glasses ; in the case of SS and ^30 it 
is easily verified that there is almost perfect proportionality between 
the corresponding differences of index. In a combination of these two 
glasses, achromatism for two colours wonld carry with it achromatism 
for all the five standard colours. 

In order to shew more clearly to wliat extent this desirable pro- 
portionaUty of the differences of correspouding indices obtains, the 
catalogue tabulates three other optical constants, namely 
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the more nearly these constants are equjal in the case of two kinds of 
glass the less is the corresponding irrationality of dispersion. 

The above table is therefore to be supplemented by the following : — 



Kind of Glass 


0152 


S8 


S30 


O60 


0164 


O103 


a 


•628 


•645 


•644 


•643 


•637 


•605 


fi 


•708 


•704 


•703 


•703 


•706 


•714 


7 


•582 


•571 


•565 


•566 


•578 


•609 



The close agreement between the numbers for ^8, /S30, and 060 
will at once be noticed. 

58. Numerical examples of achromatic object-glasses. 

The focal length Fj, of an objective consisting of two thin lenses 
close together is calculated for the line D, and achromatism is obtained 
by choosing the focal lengths / (converging) and /' (diverging) of the 
component lenses so that the focal lengths of the objective for the lines 
O and F are equal. Using accented letters to distinguish the con- 
stants of the material of which the diverging lens is composed, we have 
already (Art.. 54, equations 109) proved formulae equivalent to 

yfD = yTD = (y-y')K (120). 

If squares oi a-a\ p- )S', y - y' be neglected, it is easy to verify 
the following additional formulae 

F^,-Fi,_a-a' Fo-Fn_F^-Fj,_l3''-fi 



Fn 



y" Fj, 
Fq' - Fp _ 



F„ 



y -y 

v — v 



.(121). 



Applying these to a combination of two of the older kinds of glass, 
O60 (converging) and 0103 (diverging), for which Fp is 1000 mm., we 
find 

i^^-i^^= 1*79 mm., i^^-i^^ = - '46 mm., F^.-Fp^VUmm,, 
numbers which shew clearly the extent of the remaining chromatic 
defect. 

A combination of more modern kinds of glass, S^O (converging) 
and /S8 (diverging), for which Fp is 1000 mm., gives 

Fof-Fp^ -48 mm., Fj)-Fp = - 07 mm., Fa -Fp^- '13 mm. 
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These numbers are much smaller than in the previous case, and repre- 
sent much better achromatism. 

The difference between an objective which has been rendered as far 
as possible achromatic and an object-sla.'ss consisting of a single thin 
lens will be appreciated on comparison of the above figures with those 
for a converging lens of the glass O60, whose focal length is 1000 mm^ 
A simple calculation gives 

Fj^-Fi,= yilmm,, Fp-F^^^'^mm., 

whence it appears that the foci for the five colours are spread out over 
a length of 31'8 mm. 



IX. THE ABERRATIONS OF THE THIRD ORDER 

59. Improved Approximations. 

In the foregoing discnssion of the symmetrical optical instrument 
we have neglected the second and higher powers of the small quantities 
typified by x^ y^ ^i *» It is worth while to enquircj withont going into 
any detail, what is the nature of the improved approximation got by 
neglecting only the fourth and higher powers of these quantities. 

At the outset we must notice that in the first order approximation 
it was legitimate to interpret S and e as the reduced projected iu- 
olinatious, or the reduced sines or tangents of the projected inclinations, 
of the ray to which they referred. In the approximation of higher 
order it is necessary to be more precise, so S and t must be understood 
to be the reduced direction cosines, i.e. direction cosines multiplied by 
the refractive index of the medinm through which the ray is passing^ 
The third direction cosine n ia expressed in terms of S and e by the 

relation n = (a^^ -^'- t^)^!fi . 

For any selected pair of planes of reference we have obtained 
approximate formulae of the type 

From thesej by elimination of S^, we derive 



and similarly 



1 ^^s 
1 I) 



,(122), 



,(123). 



These formulae express the coordinates of the point of intersection of 
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the second plane of reference by that ray from {x^^ y^ which arrives 
with the direction defined by (8, c). 

The approximation which takes account of terms up to the third 
order is got by adding suitable corrections to the above expressions for 
X and y. It is, in fact, 



y = -^yo + ^^+/(So,^oi^>^) 



.(124), 



where the function /may contain terms of the second and third orders. 
The symmetry of the instrument is our justification for putting in the 
expressions for a: and y the same fimction with differently arranged 
arguments. 

From the symmetry of the instrument it is further clear that, to 
any ray starting from (ii?o, yo) and arriving at (a:, y) with direction 
(S, c), there corresponds a ray starting from (-a:o,—yo) and arriving 
at (—x,-y) with direction (-8, — e). In other words, if the signs of 
^0, ^oj ^> «i be changed, the only change in a^ and y is a change of sign, 
and therefore the only change in / (a?o, y©, 8, e) and in/(yo> ^o> *> ^) i* 
change of sign. Hence / cannot contain any terms of the second 
order ; it consists entirely of terms of the third order. 

There are 20 terms in the general homogeneous expression of the 
third- order in 4 variables. But from considerations of symmetry we 
shall shew that many of these cannot be present in/(;ro, yo, 8, e). 

In the first place we notice that if we put yo = and reverse the 
sign of c, symmetry with respect to the plane a^z requires that the 
value of a^ shall remain unaltered. Any term which would be altered 
by this change cannot be present in /. Thus ^o^c, 8*€, €*, a:o^€ must be 
excluded. 

Again, if we put a^o = and reverse the sign of 8, symmetry with 
respect to the plane of yz demands that the sign of a^ be reversed. 
Terms which do not satisfy this condition cannot occur in /. Thus 
yo^ %^^, Vo^y yo^y are to be excluded. 

Therefore /Qvq, yo, 8, c) is of the form 
a^o* + ba^o% + cw^yo^ + dxo^S + ex^y^S + fy^^S + gXoI/o^ 

• +hS^+j^ + kx^^ + Lco^^ + myo^ (125). 

Symmetry, however, carries the simplification still further. If we 
turn the axes of a: and y through an angle 0, the new x is a?cosd 
+yBinO, the new y is ycosO — xsinO, the new 8 is Scos^ + esind, 
and the new c is ecos^ — 8sin^ ; and Xo, yo, are changed in the same 
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manner. But the new a? must be the same function of the new inde- 
pendent variabtea as the old ^ is of ^To, ^o, S, c. Hence 
C03^/(;ro, %, t, €) + sin^/(y,, ,ro, t, B) 

=/ (^^ cos B + y^ sin 0, if^ cob 0-ir^, sin $j 6 cos ^ + t sin 6, 

ccoafi-Ssini?) (126), 

and this must be true for all values of &. 

Differentiate both sides of the equality with respect to B^ and put 
^ ^ after differentiation ; the result is 

On substitution of the twelve-term expression for /in this equality, it 
is seen that the relation is not satisfied unless the coefficients are 
subject to the following restrictions : 

So the function / mnst be of a t3?pe involving only six constants, 
namely 
/ (^oj P^^ ^> «) = «^o {^^' + 3F„0 + g^r^ (iToS + y^t) 

■^/^ (^<f + j^o') ^ AS (S^ + €^) + ^, (§=" + ^) + mS (^^,S +3^,0 . . .(12S). 

It is clear that this form of /satisfies not only condition (127) but 
also conditio D (126) ; for all the expressions in brackets on the right- 
hand side retain their form when the axes of coordinates are turned 
through the angle 0, so that / behaves like a linear function of the 
arguments. 

The final simplification is based upon optical considerations, and ia 
got by use of the well-known tlieorem that there is a function V such 
that 

dV=hdx + ^dif+%f^^-&-€'dz ...,.(129), 

where V is, in fact, the optical path from (jr^, y^^ z^ along the ray to 
{x, y, z). (Cf. Art. 620 

If we add ^ (- &r - €y) to both sidas we get 

-xd&-ijd€+ 'Jf^.'-K'-€'dz = d{V-S2:-€ij) (130), 

a total differential, the independent variables now being changed from 
Wf y, z to S, f^ r. From this it follows that 



and consequently that 









3f 



38' 



(132). 
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On substituting in this condition the six-constant fonnula for/, we 
find that the equality is not satisfied unless m = 2/. Thus the function 

+ lx,{^ + ^) + m{x,h+y,€) (133), 

and involves only five constants. 

If we choose the second plane of reference to be the conjugate focal 
plane of the first plane of reference, D becomes zero, and the formulae 
expressing x, y in terms of a^o, ^o* ^> *> reduce to 

x = B-^XQ'¥f{x^,yQ,h,€) 



-^^'^'; } (134), 



where / is of the form of expression (133). 

If / were absent, x and y would be independent of 8 and e and 
would be proportional to Xq and y^ ; thus to any bright object in the 
first plane of reference there would correspond an image similar in form 
to the object and made up of ideal point-images. The extra terms 
included in / represent deviations firom the ideal image formation and 
are called aberrations; there are five aberrations, as there are five 
constants in /. 

60. Aberration Curves. 

With a view to finding out what changes in the appearance of the 
image correspond to the various terms in /, it is convenient to intro- 
duce new variables instead of 8 and c Let us take another plane, 
perpendicular to the axis of the instrument, at reduced distance w 
beyond the second plane of reference, and let (f , i;) be the coordinates 
of the point where the ray strikes this plane. Then 

8 = (^-5-X)M € = (i;-5-Vo)/«^ (135); 

these results are only approximately true, since they treat 8 and c as 
reduced tangents instead of reduced direction cosines, but they are 
sufficiently accurate for substitution in / which is small of the third 
order. 

Substituting these expressions for 8 and c mf{xQ, yQ, 8, c), and for 
brevity denoting {Bw)"^ by X, we get 

{a-(/+^)^ + 3A2-AX*}iir,(a?o' + yo') + ^^(^-4/X + 2A\0^o(^o^ + W) 
+ ^X«(/-AX)^o(i' + ^) + 2^X»(/-A\)^(^of+yo>7) (136). 
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If, therefore, we introduce a new .^et of constants we have 






where 

Since the axes can be turned m as to bring any as&igued point of 
the object into the plane of a?, we do not lose any generality by 
supposing y^ to be zero. When this is the case our formulae become 

where ^ and / are written for w—B-^^w^ and ^ respectively, i,e. for the 
relative coordinates of the point where the ray strikes the plane of the 
first-order image, relative namely to the point where it would strike 
this plane if there were no terms but those of the first order. 

So far we have not considered the value to be assigned to w. We 
take the plane specified by «; to be the plane of the exit -pupil. This 
choice has the advantage that it enables us to examine the trace, on 
the image-plane, of the extreme rays of the pencil, by making the point 
(^, fi) traverse the boundary of the exit-pupil, which is of course a 
circle, say i^ + ^ = A 

It is, besides, convenient to regard the pencil as made up of sub- 
sidiary sheaves or hollow cones of rays which cut the plane of the exit- 
pupil in circles having their centres on the axis of the iustrnment. 
For example a ray of the sheaf which cuts the plane of the exit-pupil 
in the circle ^ + tj^ = tr^ may be defined by putting ^^ tr cos <^, ■»? = a- sin ^ j 
if we let ^ take all values from to 2ir, (^, yj) describes its circle, and 
(x\ y) describes m its own plane a curve called an aberration curve. 
The aggregate of the aberration curves for values of o- varying from 
zero to r will correspond to the patch of light in the image-plane which 
takes tbe place of the ideal point-image, 

61, Nature of the t,v^ aberrations. 

In order to appreciate the physical significance of the five aber- 
ration constants, we shall examine in turn the consequences of the 
presence of each constant when the remaining four are aero. 

(i) Suppose P is the only constant which does not vanish. Then 
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The aberration curves are concentric circles of radius P<r* ; and so, 
instead of a point-image, we have a circukr patch of light of radius 
jPr*, the size therefore being the same for all points in the object plane. 
This defect is called spherical aherratimi. 

(ii) Suppose Q is the only constant which does not vanish. Then 
x' = Qx,\ y = (141). 

Both X* and y' are absolutely independent of ^ and 17, and are 
therefore the same for all rays proceeding from the object point. So 
the image of a point is a point. But the distance of the image-point 
from the axis is not proportional to the distance of the object point 
from the axis, so the image and the object are not geometrically 
similar. If Q is positive 

xlx,--B-^^qx,^ (142) 

and so increases with Xq, If the object is a square with its centre on 
the axis, the comers of the image-figure will be proportionately 
further from the axis than the centres of the sides ; so the image will 
be a curvilinear quadrilateral whose sides are concave outwards. If Q 
were negative the image-figure would have its sides convex outwards. 

The defect represented by Q is called distortion, 

(iii) Let R be the only constant which does not vanish. Then 
x' = Rxo (31" + yf) = Jtxoo^ (2 + cos 2^)| , . 

The aberration curve corresponding to o- is a circle whose centre has 
relative coordinates (2Bxoa^, 0) and whose radius is BxoO^. For 
diflFerent values of o- these circles constitute a series whose centres 
lie on the line joining the first-order image-point to the axis of the 
instrument, and whose radii are in each case half the distance of the 
centre from the first-order image-point They all touch a pair of 
straight lines which cut one another at an angle of 60**. Thus the 
patch of light is wedge-shaped or balloon-shaped, with vertex at the 
first-order image-point, the wedge extending from or towards the axis 
according as ^ is positive or negative. 

The defect of the image represented by It is called coma, 
(iv) The defects represented by the constants 8 and T are best 
considered together. Let us suppose that all the constants but these 
two vanish, and we have 

x' = (8+T)xo'(, y' = {8^T)x,hj (144). 

Consider the patch of light which the rays from {xq, y©) would 
make on a screen in the plane parallel to the plane of the first-order 
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image, at a distance £ further from the instruiueiit If (a, j3) be the 
coordinates of the point where this plane is met by the ray defined by 
(^, 1?), it is clear that the part of the ray between the image-plane and 
I ' the plane of the exit-pupil is divided at (a, 0) in the ratio of ^ to 

I ^if^'-L so that 

The extreme rays of the pencil are snch that i^-^if^i"^; and the 
corresponding relation between a and jS, namely 

is the equation to the boundary of the patch of light made on the 
screen. 

^rhe patch is in general elliptical, but one of the principal axes 
yanishes and the patch becomes a short straight line perpendicular 
to the plane joining the first-order image-point to the axis of the 
instrument if f has the value Ci, where 

= — ^w(S-^T) £t^ approximately (i^)' 

This &hort straight line may be called the primary focal line. 

Similarly the patch reduces to a short straight line in the plane 

through the image-point and the axis of the instrument (the secondary 

focal line) if t has the value ta, where 

^^ = - ^%v (S- T) s*^, approximately (HO). 

The distance between the two focal lines | Ca — ^i I, is | "^i^wx^T^ 
There are two values of I for which the pat-ch is circular. One of 

these is ftw which is not necessarily small ; but there is one which must 

be small, namely Ca^ given by 

Qt t^^-iJiwSw^ approximately..- (1^7) 

-K& + 4). 

This circular patch is called the circle of least confusion ; its radius 
is \iiwTw^\. If I" is different from zero there is no single point 
through which pass all the rays from {x^^ y^\ that is to say, no point 
image. The best approximation to an image is represented by the 
circle of least confusion, and the image picture made up of these 
circular patches is necessarily slightly blurred. If 8 is zero, so that 
^j is zerOj the circles of least confusion corresponding to all the points 
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of the flat object lie in the plane of the first-order image. Thus the 
best image is flat and is in that plane, but it is made up of overlapping 
circular patches instead of points. This defect is called astigmatism ; 
it is the defect corresponding to the constant T, 

If T is zero, while 8 is not zero, the focal lines and the circle of 
least confusion coincide and, as the radius of the circle is then zero, 
they are represented by a single point through which pass all the rays 
from (iTo, ^o)- The pencil is, in fact, stigmatic, there is a point image. 
But this point image is not in the plane of the first-order image, it lies 
beyond it at a distance 4 or - tiwSx^, and this distance, moreover, is 
diflferent for the diflferent points of the object, vanishing only for that 
point of the object which lies on the axis of the instrument. Thus the 
image picture of the flat object is stigmatic but curved, being on a 
surface of revolution which touches the plane of the first-order image 
at its vertex. If p be the radius of curvature of this surface at its 
vertex, reckoned as positive when the concavity is towards the 
instrument, 

whence llp = 2imB'S (148). 

The defect of the image represented by the constant S is called 
curvature of the field. 

The manner in which A, enters into the expressions for which 
P, Q, JK, 8y T are abbreviations, shews that a proper adjustment of the 
position of the effective stop may serve to diminish some, or to remove 
one of the aberrations. But in designing an instrument from which 
(for a particular image plane) all five third-order aberrations shall be 
absent^ it is necessary to know how the constants depend on the 
composition of the instrument. The reader who is interested in this 
subject is recommended to consult Mr R. A. Herman's Geometrical 
Optics, Ch. xiv, or Prof. E. T. Whittaker's Tract on the Theory of the 
Optical Instrument (Cambridge, 1907). The method of interpreting 
the aberrations given above is based on Prof. K. Schwarzschild's 
memoir (Untersmhungen zwr geometrische Optik, Berlin, 1905); but 
in the discussion of astigmatism and curvature I have followed a 
suggestion made by Mr Bromwich, who pointed out that the assumption 
of the existence of focal lines, legitimate as it is in first-order approxi- 
mations, requires special justification in an argument which takes 
account of small quantities of the third order. 
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X. SYLLABUS OF PROPOSITIONS CONCERNING THE CHARAC- 
TERISTIC FUNCTION AND THE FOCAL LINES OF A PENCIL 
OF RAYS OF LIGHT. 

62. Definition and properties of the Characteristic 
Function. 

(i) Let (xo, yof Zo) be the coordinates of a point P© situated in a 
homogeneous medium of index ft© ; let (^, y, z) be the coordinates of a 
point P, situated in another homogeneous medium of index /a„ ; let 
there be, between P^ and P, w-1 other media whose indices are 
fti, /xg, ... ft„_j, separated by refracting surfaces. Consider a path from 
Po to P, made up of straight lines FqQl, Q1Q2, ••• QnPt the points 
QiiQiy-'Qn being on the refracting surfaces. Let the direction 
cosines of the straight path in the medium /v be (4> ^^n w^), and its 

r=n 

length Sn and let the coordinates of Qr be (arr, yr, ^r). Let S /v^r be 

r=0 

denoted by W. Denote hy SW the difference between W for this path 
and the corresponding sum for a neighbouring path, P0Q1Q2 ••• Qn'P", 
of the same type, proceeding from the same starting-point. If the 
coordinates of Qr are (xr-^^r, !/r-^^ry ^r + ^^r), and if all the incre- 
ments denoted by 8 are so small that their squares and products may 
be neglected, it is seen, by projection, that 

r=n 

r=l 

+ (^r-iWr-i-/*rWr)&^} (U9). 

(ii) If the original path be the course of a ray of light from 
Po to P, the cosines of the straight pieces which terminate at Qr wdll 
obey the laws of refraction. Consequently the sum which forms the. 
second part of the expression for 8 FT is equal to 

r=n 

S (/Ar-iCOS<^r-/VCOS<^/)(^r&^r + -^r8yr + ^r82?r), 
r=l 

the notation being that of Article 1. 

Since (Sa?,., 8^^,., Szr) are the components of a displacement of Qr in 
the surface to which {Lr, Mr, Nr) is normal, each term of this sum is 
zero. 

Consequently the variation of W from an optical path is 

8ir=/i^(/n&r + w„8y + w„8;^) (150). 
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(iii) For a variation which keeps P fixed, the right-hand side of 
(150) is zero. Thus, for different paths from P© to P, the optical path 
gives a stationary value of W, usually a minimum. This stationary 
value is called "the reduced path" or "the optical path" from 
Po to P. It is proportional to the time that light takes to travel 
from Po to P. It is denoted by F. 

There is usually only one optical path between two given points. 
If, however, Po and P are conjugate foci, there is an infinite number 
of optical paths from one to the other, all having (to the degree of 
approximation contemplated) the same value of F. 

(iv) F is a function of (^r, y, z) having the properties 

-^ = /*n4, ^ = hnmny -^ = f^nnn (151), 



(©■^0K0-' (-'• 



It is called the "characteristic function" of a pencil of rays of light 
proceeding from Pq. 

(v) Rays of light which proceed from a common point-source Pq, 
possess, after any number of refractions, the property of being cut 
orthogonally by a family of surfaces. These are the surfaces F= const. 
They are the wave surfaces of Physical Optics. 

(vi) The preceding propositions can easily be extended to include 
reflexions. 

63*. The modified characteristic function. 

(vii) Omitting the suffix n of the previous Article, consider the 
function U defined by the relation 

U= r-ii{lx + my) (153). 

In virtue of the equalities 

"9^ = ^ %"^^' ii = >/r^^F^^' (154); 

it is open to us to regard x, y and n as functions of /, m and z. This 
is supposed to be done, so that ^7 is a function of the independent 
variables (/, w, z). And since 

= -fi {xU 4- yhn) 4- im^z (1 55), 

it follows that 

dU dU dU .,-.. 

U is called the " modified characteristic function." 

* I am indebted to Mr Bromwich for the whole of Art. 63. 
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V= U+ iJi{lx-¥my). 



(viii) Noting that w is a function of / and m only, we may 
integrate the third of equations (156) partially with respect to z. 
Thus we see that U must be of the form . 

U =^ finz + <t> (I, m) (157), 

where the form of ^ depends on the past history of the pencil of rays. 

(ix) The foregoing results are exact. If we pass to the case of thin 
pencils, for which / and m are so small that /*, /*w, etc. may be 
neglected, and if we assume that the origin is on the central ray 

(l = 0,m = 0), so that -^ = 0, o^ = 0, when /=0 and m = 0, we may 

write 

<f> = ^(pP + 2qlm + rm!') (158), 

where jo, q, r are constants defining the form of the pencil. 
Thus the approximate form of U for a thin pencil is 

U= fx [z{l - J (^' + ^')} + h {pl^ + 2^^^ + rm")] ...(159). 
(x) This leads to the approximate form of V for a thin pencil, 
namely by eliminating I and m from 

dU dU 

The result is 

(xi) In those optical problems to which the characteristic function 
can be advantageously applied, the constants p, q, r are not found 
directly ; but the form of V is found for points near to a specified 
point on the central ray. Let this point be taken as origin, and let 
the approximate form of V near this point be 

V= fxlz- i (aal' + 2hxy+ bf)]. 

By an elimination analogous to that used in proposition (x), we 
deduce the corresponding approximation to IT, namely 

U = fi[z + h (W' - 2hlm + am')l(ab - h')] ; 
and a comparison of this with (159) gives the values of ^, q, r, namely 

p/b = g/(- h) = r/a = ll(ab - A*)- 
Putting these values in (160) we get 

^_ r aa/^ + 2ha^^bf-(ab-h')z(^ + y') -] . . 
^-^l^-^ l-:{a^b)z^{ab-h-)z- |-(161), 

for points near the axis of z but not necessarily near the origin. 



{r-z)a^- 2qxy + (p-z) 



f]. 



.(160). 



63, 64] FOCAL LINES 69 

(xii) The formulae of the last three propositions are greatly- 
simplified if the axes are so chosen that h (and consequently q) is zero. 
In this case, putting 

we get the standard forms 

^=''[-K^.^^J] (i«2)' 

U=i^[z + \ {{(>,- z)l^ + (^(H-z)w?W (163). 

(xiii) V depends on Xo, yo, Zo, in such a way that 

s^=-'^^»' dir~'^'" a^=-'*»"» (1®*)- 

U depends on Xo, yo, ^o> in such a way that 

d^o^^^'^'' dio^"^"^'' a^.=-^^^« (^^^)- 

(xiv) Let a pencil of rays set out from a point (iVo, ^o, ^o) very 
near the axis of a symmetrical optical instrument and traverse the 
instrument ; and let it be desired to find the form of V and U for the 
emergent pencil. 

Take the plane z = Zo for the first plane of reference, and the 
plane ;:? = for the second plane of reference. Let the corresponding 
constants heAjB', C, U, It will be found that, for points very near 
to the origin, 

+ C {x^ + y^)\ + const (166), 

-t^''D\l^-\-wr))-\-Q,Qmt (167). 

For points which, though near the axis, are not very near the 
origin, the corresponding forms are got by substituting C + Afj^^^z for 
C^', and 2>' + ^/i-^;s fori)'. 

64. The focal lines of a pencil of rays. 

(xv) The normals to a surface at points in the immediate neigh- 
bourhood of an ordinary point of the surface pass approximately through 
two straight lines at right angles. These lines are parallel to the 
tangents to the lines of curvature at the point considered, and pass 
through the centres of principal curvature. 

To indicate the degree of approximation, let (f, 17, i) be a point 

5—3 
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near the origin, on the surface whose approxunate equation near the 
origin is 2z = af^pr^ + ^92'^- The shortest distance between the normal 
at (^, 17, {) and the line iv = 0,z = piy is ^{pr' plus terms of higher order. 
The shortest distance between the normal and the line y = Oy z = p2f i» 
viPz"^ plus terms of higher order. These shortest distances are small of 
the third order in ^ and 17. 

(xvi) A thin pencil of rays, proceeding from a point-source of 
light, will, after any number of refractions or reflexions, pass approxi- 
mately through a pair of focal lines at right angles, namely the focal 
lines of any one of the surfaces to which the rays are normals. 

(xvii) Normals are drawn to the surface 2z = ar^pi~^ + ^Pa"^ at the 
points where it is met by the thin elliptic cylinder a^la^-hif/P^=l. 
The trace of these normals on the plane z=p is approximately the 
ellipse 

ar'!a\l-pprJ-^yW(il-pP2-'y=l (168). 

The changes in the size and shape of this ellipse, as p varies, should 
be studied. 

For a particular value of/? the ellipse is a very small circle, namely 
of radius 

(pi-p2)KPia" + P2p'') (169). 

In the optical application this is the circle of least confusion. 

It frequently happens that the pencil of rays is bounded by a 
circular stop or the circular aperture of a lens, through which the 
pencil passes obliquely, the angle of incidence being <t> ; and therefore 
frequently a/fi = cos <f>. 

(xviii) The oblique refraction of a thin pencil of rays is considered 
in the particular case specified by the following limitations : (1) The 
focal lines of the incident pencil are supposed to be respectively in and 
perpendicular to the plane of incidence of the central ray of the pencil ; 
(2) the focal lines of the normals to the refracting surface are supposed 
to be respectively in and perpendicular to the plane of incidence. 

When terms of a higher order of smallness than the second are 
neglected in the equations of the refracting surface and the orthotomic 
surfaces of the pencil, these suppositions guarantee symmetry about the 
plane of incidence. Hence the refracted pencil also has its focal lines 
in and perpendicular to the plane of incidence. 

Focal lines perpendicular to the plane of incidence are called 
"primary." Pi, the point where the primary focal line of the in- 
cident pencil cuts the plane of incidence, is the limiting position of 
the point of intersection of the central ray of the pencil with a 
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consecutive ray which m also in the plane of incidence. Qi, the 
corresponding point for the refracted ray, is defined in a similar 
manner. Oi, the point where the primary focal line of the refracting 
surface meets the plane of incidence, may be called the primary centre of 
curvature ; it is the limiting position of the intersection of consecutive 
normals to the surface, both in the plane of incidence, one being at 
the point of incidence of the central ray. 

The secondary focal lines are marked by their intersections 
JPfii Qa, O2 with the central incident ray, the central refracted ray, 
and the normal to the refracting surface at the point of incidence K of 
the central ray. They are the limiting positions of the points of inter- 
section of these lines with the corresponding lines for a consecutive 
point of incidence K\ such that the arc KK' is perpendicular to the 
plane of incidence. 

Distances being measured positively into the second medium, the 
position of Qi is determined by the equation, 

fl' COS^<^ ' fl COS^ <^ _ ft' cos <!>'- fJi cos ^ ^170^ 

• By the first law of refraction it is seen that Pg, Q2, O2 lie in a 
straight line, and so the position of Q2 is determined by the equation, 

It! fl fl cos il>'-fi COB <l> , V 

KQ2 KP,' KO, ^^'^^• 

This theorem is of wider application than might at first be supposed. 
Restriction (2) is satisfied for a spherical surface, whatever be the plane 
of incidence. Restriction (1) is satisfied if the incident pencil is homo- 
centric. In many applications (1) is satisfied in virtue of the previous 
history of the pencil ; for example if a homocentric pencil enters a 
symmetrical optical instrument, and if its central ray intersects the 
axis of the instrument, then at every refracting surface in the 
instrument the incident pencil will satisfy this restriction. 

(xix) The formulae for reflexion which correspond to (170) and 
(171) may be derived from these by putting fi' = -fi. It is easy to 
prove them independently. 

65. Alternative methods of finding the form of V. 

(xx) Choose origin and axes so that one of the orthotomic surfaces 
of the pencil under consideration is 2z = ar^/pi + iflp2; express as a 
function of the coordinates (a?, y, z) of a point P, the length of the 
normal from P to the surface. This, multiplied by /a, must differ from 
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the value of F at P only by a constant. Thus formula (162) is 
obtained. 

(xxi) Another method of proof is to assume that V can be 
expanded in the form 

where the great letters represent functions of z. The axis of z being 
a ray of the pencil, 9 V/dx and 9 V/dy must vanish if ;i? = and y=0, 
and 9 V/dz = ft ; hence jB = 0, (7=0, A=fjLZ + const. By suitable choice 
of coordinate planes F can be got rid of. The functions represented by 
the other letters must be such as to make the equation 

/9FV r^vy /dvy . 

correct to the second order in x and y. Substitution gives differential 
equations with respect to z, whence the forms of E and G can be 
determined. The constants pi, Pi are constants of integration. 

(xxii) The transition from (162) to (161) is effected by means of 
the following theorem in two-dimensional analytical geometry : — 

The orthogonal transformation of axes which converts 2P/pi + Y^/pt 
into aa^ -^ 2hxy -k- bj^ ^ will convert 

xv(Pi-A)+rv(f>2-^) 

aa? + 2hxy + bf-\(ab'- k^) (a^ + f) 

(xxiii) The focal lines of the pencil whose characteristic function 
is given by (162) are z = pi, ^ = 0, and ^ = pa, y = 0. 

66. The general problem of oblique refraction. 

(xxiv) Prom its definition as a reduced path, it is clear that the 
characteristic function cannot undergo any abrupt change of numerical 
value, as the pencil traverses a refracting surface. But the charac- 
teristic functions of the incident and the refracted pencils are different. 

The general problem of the oblique or normal refraction of a given 
thin pencil at a given refracting surface can be solved by obtaining the 
characteristic function of the refracted pencil ; this function is deter- 
mined by its having to satisfy two conditions, namely that it shall be 
of the standard algebraical form when referred to the standard axes 
of the pencil, and that it shall be arithmetically continuous, at the 
refracting surface, with the known characteristic function of the 
incident pencil. 

Normal refraction through an astigmatic lens (e.g. a C3?lindrical 
lens) is easily worked out in this manner. 
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67. Heterogeneous media. 

(xxv) A ray in a heterogeneous medium (fi a function of a?, y, z) 
satisfies the differential equations of the type 



U'-thZ-o ('"^ 



where ds represents an element of arc on the ray. There are three 
such equations, only two of them, however, being independent. They 
may be obtained as limiting forms of equations (1). 

(xxvi) Let (iVQj yo, Zq) be the coordinates of a point Fq situated in 
a medium, not necessarily homogeneous, whose index is denoted by ft^. 
Let (x, y, z) be the coordinates of a point P, situated in another 
medium whose index is /x,». Let there be, between P© and P, w-1 
other media, /xi, Ma, ••• /*n-i> separated by refracting surfaces (i.e. sur- 
faces where there is abrupt change of the index). Let a curve, liable 
to abrupt changes of direction at the refracting surfaces but otherwise 
continuous, be drawn from P© to P, cutting the refracting surface 
(/V-i, /v) in a point Qr whose coordinates are denoted by (xr, ^r, ^r), 
and the other refracting surfaces in points specified by suitable changes 
of suffix. 

Let / fidsy taken along this curve from Po to P, be denoted by 

JPo 

Wf and let the path be varied in the manner contemplated in the 
ordinary theory of Calculus of Variations, P© being kept fixed, but P 
being allowed to vary. Then 

r=l 
+ (fir-ifnr-i - thmr) ^r + (/^r-l^r-l - /^^/) 8^r } , ' 

where (/, m, n) are the direction cosines of the tangent to the path at 
P, (//, niry fir) the cosines of the tangent to the path at Qr in the 
medium /a,., and (4-i, ^r-i, »r-i) the cosines of the tangent to the 
path at Qr in the medium /Xr-i. 

(xxvii) If the original curve be, in each medium, a ray of light, 
the first term in the expression for SW vanishes in virtue of the 
differential equations satisfied by a ray. 

(xxviii) If the changes of direction of the original curve at the 
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refracting surfaces obey the laws of refraction for optical rays, then 
the third term in the expression for ^W is equal to 

2 (/A,._i COS <^r - /V COS <l>r) (ir&^r + Mr^r + N'r^r), 
r=:l 

the notation being that of Art. 1 ; and, since (&rr, ^n S«r) is a 
displacement of Qr in the surface to which {Lr, Mr, N't) is normal, 
each term of this sum is zero. 

(xxix) If the original curve be the course of a ray of light from 
Po to P, and if both P^ and F be fixed, BW=0. For different paths 
from Pq to P, the optical path gives a stationary (usually a minimum) 
value of W, This stationary value is called ** the reduced path " or 
"the optical path" from P^ to P. It is denoted by V. 

(xxx) V thus defined satisfies (151) and (152), and proposition (v) 
is valid for a pencil which has traversed or is traversing a hetero- 
geneous medium. 
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